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TWENTY-FIRST ANNUAL REPORT 

OF 'I' HTC 

COMMISSIONERS 

OP 

PUBLIC CHARITIES AND CORRECTION, 

FOR THE YEAR 1880. 



HoH. Edward Cooper, 

Mayor of Ike City of New York. 

Dear Sir. — Thn Commissioners of Public Charities and Correction, 
in conformity with the Act of May 5, 1870, entitled "An Act to re- 
organize the Local Government of the City of New York," reapect- 
folly submit their, 

TWENTT-FTRST ANNUAL BEPOBT. 

The reports of the Officers in charge of the several Institutions 
of the Department, which are embodied in this volume, will be 
found to contain full information in respect to their management in 
detaiL 

There were received into the various Charitable and Correctional 
Institutions of the Municipality, 100,498 persons, the greatest num- 
ber ever received in any one year, but the experience of past years 
has enabled us to care for and dispose of this vast army of unfortu- 
nates in such a way that the average population has not been in- 
creased. 

The City Charitable and Correctional Institutions, had in 1880, 
an average popvilation of 10,347, which is less by some few hundreds 
than the average population of some of the previous years. 



i 



Tl 

The Commissioners have been on the alert to rid the City of^blind, 
crippled, lunatic and infirm paupers that other States and Count- 
ies send to this City, in their efforts to rid themselves of pau- 
per burdens, and all conventions held throughout the County to sug- 
gest legislation to cope with this growing evil, have received the full 
co-operation of this Department. 

As early as February in this year the Commissioners, foreseeing 
the probable advance in all the articles that enter into the sup- 
ply account, issued a circular to the Heads of Institutions noti- 
fying them to use every economy in fowarding requisitions to the 
Board, and from the very beginning of the year every article on 
requisition was carefully scanned by the Commissioners, and to 
this alone is it due that we were able to get through the year, 
closing with a severe winter, without applying to the Board of 
Estimate and Apportionment for relief. 

Brcnewed attention has been given this year to the subject of 
fires on the Islands, and repeated consult?) tions held with the Com- 
missioners of the Fire Department on this subject. Bunways have 
been constructed to facilitate the taking of Fire Engines aboard 
the boats belonging to the department, and the Commissioners 
have had the full co-operation of both the Fire and Dock De- 
partments in their efforts to provide against all dangers from fire 
on the various Islands. 

Full inventories have been taken of all the property of the De- 
partment and a better system of charging articles distributed, in- 
augurated. 

During the year the Islands were connected with the Central 
Office by the Bell Telephone. 

The lands belonging to the Department have been enriched by 

street sweepings kindly furnished by the Department of Police and 

carefully cultivated. 

TOWNSEiJD COX, 

THOMAS 8. BBENNAN, 

JACOB HESS, 

CommismoHers. 
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CondeiiMd StaiuiiiDirt W Expenditures In ISSO. 



1880.— Dr. 

ittmatj L— To Amount of 8lMdL *t Mon-HouM and QononU Drug !>•• 

paitment « $84,fM 41 

Amount of Appropriations Bxponded in 1880.. 1»98T,874 84 81.889,898 76 

Cr. 
General Expenses. 

OKXTBAL OmOB. 

llalarlfHi 881,898 88 

Btfre-Honae Distribution. 7,888 18 888,884 67 

OSMTSAL OFnOB 8TABLS. 

flularlsa 7,076 68 

Stfra-HoUM Distribution 8,788 08 10,888 82 

STEAMBOAT DXPABTMBNT. 

Balarlss.;..: 8,498 68 

SIfrs-HojDse Distributton« 80,698 90 88,869 88 

STORE DEPABTMBNT. 

flalartm 8,087 87 

SIfrs-House Distribution 1,108 77 8,967 44 

DBUO DEPABTMENT. 

Balarifw ^ ^•j iii 14 

SIfrs-Honss Distribution 19 87 

Driiff Department Distribution 1,140 00 8,884 41 

6ABDEN BUBEAU. 
Store-House Distribution 1.014 46 

PBINTINO OFFICE. 
Drng Department Distribution 18 60 

PHOTOOBAPHIO DEPABTMENT. 

Drug Department Distribution 118 60 

8109.460 47 

ImproTements. 

B. I. IMPBOYEMENT. 
Store-House Distribution 8,0M 76 

W. I. IMPBOYEMENT. 
Store-House Distribution... 76 00 

B. I. IMPBOYEMENT. 
Store-House Distribution 886 08 

NEW TBUOK HOUSE. 
Store-Bo«6e'Di8trlbntion 866 76 

WATEB OLOSBT TOWEB, B. H. 
Store-House Distrlbutton 11,778 80 

NEW 0A8 HOUSE. 
Store-House Distribution 48 90 

NEW BATH HOUSE AT A. H. 
Store-House Distribution i486 80 

NEW LAUNDBT BUILDINO, 0. H. 
Store-House Distribution 11,196 07 

NEW PAYILION, H. I. 
Btote-Honse- Distribution 9,716 80 

Carried forward 881,099 98 8109,460 47 81*863,890 76 



V OAB HOUSE. 

>n US Bl 

WEST WiKO, INBAHE ABYLUIl. 

ors-HouBO DlBlrilJulloii 36,000 00 

BET HEAT, 1,UNAT[C ABTLUM. 

ore-HouBo DlBtrlbuUoQ W.OOO 00 

EKVfill'tLAfi PAVILION B. H. 

orB-Hou»o DiHlrilJuUon. t,aa » 

L. A. 

IJWODO 

IMHtrlbutian S,000 00 



t»tjm «a iios^Mo it ti,sgi,»o 7e 



Penal Institutions. 

CITY PRtSONB. 



?*\krtte tsi.ooM 

Slore-HOUBO Dlalrlbutlon »1,MS 89 

Drug Deput-ttnent OtBETlbuUOD «33 B§ 

PENITENTIARY 



SIore-HouBe DlBUrtbaUon 


"'■^M 


ai.fi36 K 


Hospitals. 




BELLETCE HOSPITAL. 












8iore-Hou8e DlBtrthuHon 


::: MiSJw 


119.768 K 


CHARITY HOSPITAL. 










UruB DpparlQiBnl DlBtrlhuUon 


.... e3,ft84 01 

... USMW 


113.((M88 



Drug Department DlBtrlbutlon 

H. 1. HOSPITAL. 

S»lsrle8 

Drug bt-i>artii]eat DletrJbution . . 
INCTBABLK HOSPITAL. 



Rarrledfomrd... 



X 



Asylmns. 



Brought forward $829,149 21 $1,852,820 75 

AliHB HOUSE. 

Salaries $6,188 (K 

Store-House Distribution 48,464 3 i 64,652 33 

N. Y. CITY LUNATIC ASYLUM. 

Salaries 24,766 47 

Store-House Distribution 84,436 04 

Drug Dei>artment Distribution 2,794 62 111,997 13 

N. Y. CITY ASYLUM FOR INSANE. 

Salaries 28,102 91 

Store-House Distribution • 101,826 65 

Drug Department Distribution 1,409 34 131,338 90 

BRANCH LUNATIC ASYLUM. 

Salaries 6,246 93 

Store-House Distribution 21,723 41 

Drug Department Distribution 156 41 28,126 7f 

INEBRIATE ASYLUM 

Store-House Distribution 303 47 



COLORED HOME. 
Store-House Distribution 16.188 69 



$342,607 21 



Institutions for Cliildi*en. 

INFANTS HOSPITAL. 

Salaries $6,93134 

Store-House Distribution 25,698 31 

Drug Department Distribution 909 76 33,539 41 

INSIITUTION OF MERCY. 
Store-House Distribution 7,396 25 

N. Y. CATHOLIC PROTECTORY. 
Store-House Distribution 2,245 68 

NURSERY AND CHILD'S HOSPITAL. 
Store-House Distribution 168 57 

COLORED ORPHAN ASYLUM. 
Store-House Distribution 3,138 27 



$46,488 18 



Out- Door Poor. 

OUT-DOOR POOR DEPARTMENT. 

Salaries $6,888 97 

store- House Distribution 38,280 64 

Drug Department Distribution 676 90 45,846 51 

POOR ADULT BLIND. 
Store- Ho use Distribution 20,000 00 

BUREAU OF MEDICAL AND SURGICAL 

RELIEF. 
Drug Department Distrioution 6,736 86 



$72,583 37 

By Amount of Stock on hand at Store- 
House and General Drug Department. . 61 442 78 



"T^^^ $1,352,820 75 $1,352.820 76 



*-""-'"''-*• -^■' " ~- . 



XI 



statemi:nt 



m DETAIL OF EXPENDITUEES IN 1880. 



Salaries 

Ale 

Axle Grease 

Alcohol 

Blaukets 

Barlry 

Beans 

Beef, Fresh 

Beef, Extra Diet 

Beef, Salt 

Mutton 

Otlicers' Rations 

Boats and Repairs 

Brooms 

Blushes 

Butter 

Buttons 

Baking Powder 

Building Material 

Blue 

Bran 

Building Oven 

Bone Mill Fittings 

Bath Brick 

Borax 

Blinds 

Blacking 

Bells 

Crackers 

Charcoal 

Cheese 

Coal, Institutions 

Coal, Steamboats 

Coal, Cartins: 

Coal, Hoisting 

Crockery 

Clocks 

Coffee 

Cocoa 

Chicory 

Colored Home 

Colored Orphan Asylum 

Combs 

Clothing 

Cotton and Thread 

Cleaning Central Ofilce. 

Com Starch 

Cakes 

Canned Vegetables • 

Fnflt 



44 



$314,411 

711 

55 

4,100 

•-',770 

m9 

1,8^-8 

79,756 

,30() 

7,654 

16, 511 

35,905 

371 

764 

923 

31,728 

1-3 

184 

39 

64 

639 

300 

37 

(i 

5 

304 

53 

54 

784 

116 

1,769 

«;5,234 

4,806 

297 

441 

3,085 

228 

10,580 

445 

344 

16,:88 

3,1. .8 

101 

662 

1,529 

1^0 

101 

26 

761 

102 



48 

88 

00 

70 

50 

30 

85 

96 

84 

50 

32 

43 

62 

66 

13 

62 

13 

17 

5() 

00 

51 

00 

15 

30 

00 

90 

80 

71 

9 

75 

40 

8*^ 

56 

50 

33 

44 

86 

39 

5? 

55 

69 

27 

63 

60 

82 

ro 

82 

60 

56 

30 



Carried forward $617,412 19 



Hosieiy . 

Hominy 

Head Cheese 

Ham 

I -e 

Iron 

Inspection, Steamboats, 

Insect Powder 

Indigo 

Infants Food 

Lead ... 

Lamps and Wick. 
Lard 



Leather and Findings, 



9, 



Brought forward $617, 

Chocolate 

Caulking 

( );. rrots 

Drugs 27, 

Druggists' Glassware I, 

Dry Goods 36, 

Dishifectaiit 

Dried Apples ... 

Ejrgs 

Elevator Repairs 

Fire Extinguishers 

Fish, Fresh 9, 

Salt 5, 

Flour 104, 

Fruit 

Furniture 2, 

Farina 

Flaxsned 

Fees, Produce Exchange 

Flag Stone ... 

Gas Retorts 

Gasoline 

(ras Goal 4, 

Gas Light 4, 

Gas Fixtures l. 

Garden Seeds 

Groceries, Small 

Glue 

Gas, Oxygen 

Hardware 5, 

Harness 

Hats and Caps 1, 

Hay 

Horseshoeing 



1, 



10, 
2, 



Lime, Common 



12, 



412 

70 

37 

45 

175 

J36 

336 

101 

h9«. 

748 

11 

2^7 

873 

4.V2 

528 

593 

482 

43 

250 

25 

210 

495 

8.2 

HlJ» 

801 

782 

552 

636 

74 

266 

553 

235 

030 

582 

825 

116 

986 

31 

957 

719 

480 

8ii 

136 

19 

38 

79 

191 

242 

246 

62 



19 
00 
03 
00 
57 
46 
28 
35 
hi 
55 
55 
00 
61 
10 
74 
94 
72 
20 
95 
00 
00 
40 
93 
01 
48 
85 
25 
52 
46 
65 
50 
08 
42 
80 
25 
71 
59 
20 
73 
10 
65 
25 
20 
00 
00 
85 
27 
20 
31 
00 



Canied forward... 



$868,379 57 
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cr 



(( 



It 



Brought forward 

Live Stock 

Lumber 

Lime, Gbioride of 

Lemons 

License, Steamboats 

Lint 

Life Preservers 

[Whiskey 

Gin 

Brandy 

Wine, Sherry 

[Wine, Port 

Mustard 

Malt and Hops 

Meals to Prisoners 

Matches 

Milk 

Meal, Fine 

'* Coarse 

" White 

Oat 

Oil 

Molasses and Syrup 

Mops 

Medical Books 

Mineral Water 

Macaroni 

Maintenance, Randall's Island 

Children 

Maintenance, Farmed Out 

Children 

Miscellaneous 

Notions 

Onions 

Oakum 

Oats ,..• 

Oiled Muslin 

Oils, Kerosene 

" Sperm 

Cod Liver 

Signal 

Linseed 

Engine 

Lubricating 

Cylinder 

Cleaning 

Neats Foot 

Suits 

Paints 

Pepper 

Petty Expenses, Central Office 
Postage, " 

Potatoes 

Pork 

Photographers Supplies 

Poultry 

Plumbing 

Powder and Fuse 

Porter 

Peas 



It 
(( 
<i 

t( 
t( 
(( 
t( 



i( 



Carried forward. 



$868,379 


571 


760 00| 


9,361 


03 


675 


64 


566 


75 


J9 2t 


341 60 


141 


40 


4,253 


93 


16 


19 


677 


16 


58 


26 


918 46 


269 09 


254 


70 


260 


20 


350 00 


39, i79 


9^' 


1,768 40 


1,365 


80 


428 


10 


1,095 


14 


V4 00 


5,871 82 


488 25 


46 


60 


267 


94 


334 71 


9,810 


50 


5,757 


34 


328 


lo 


461 


50 


542 


"^0 


1,135 00 


3,182 


90 


363 


OU 


663 


43 


396 


OU 


734 


13 


83 


50 


398 


19 


211 


00 


3 


50 


343 


50 


57 


50 


36 


25 


26 


65 


4,844 84 


82 


1^ 


949 71 


1,198 


80 


13,002 


25 


1,063 50 


66 


69 


7,304 


24 


2tH', 


65 


256 50 


54 00 


1,079 


18 


$993,646 93 



Brought forward'. $993, 646" 93^ 

Paper 19 82 

Paper Ware 169 59 

Prunes 674 89 

Printing Material 170 18 

Pickles 1,117 10 

Plaster Paris 26 80 

Pumps 890 20 

Potash 11 25 

Quilts 216 00 

Kice 5,544 88 

Ropes 872 16 

Rubber Goods 1,569 04 

Rye 1,200 06 

Remo\1ng Bodies of Deceased 

Children 42 00 

Raisins 126 GO 

Roofing Material 14 00 

Salt 997 23 

Starch 20.37 

Straw 9,826 04 

Sewing Machine Materials 4 97 

Soap 8,716 28 

Shoes 1,964 40 

Sponge 936 02 

Stove Fittings 2,284 37 

Steel 190 41 

Sugar 23,692 43 

Surgical Instruments 2, 663 83 

Scales 210 65 

Sal Soda 189 77 

Steam Fittings 1,472 16 

Serving Death Notices 227 02 

Sash Cord 37 00 

Shorts 90 00 

Sash 14 50 

Shirts 1,091 61 

Transportation 32 76 

Tea 5,535 63 

Telegraphic Supplies 955 24 

Tin 1,470 02 

Tinware 138 78 

Twine 207 18 

Turpentine 214 08 

Turnips 1,104 60 

Tent 224 00 

Trees 37 50 

Tapioca 20 99 

Vegetables 516 19 

Vehicles, &c 3,378 49 

Vinegar 444 22 

Wood 171 50 

Wooden Ware 336 75 

Washing Huid 1,526 40 

Washing Machine 513 67 

Wheaten Grits 784 80 

Wire 116 76 

Wire Guards 21 50 

Wire Cloth 38 78 

Weather Strips 16 66 

Yeast 192 79 

Carried forward $1,078,999 34 

J 
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Broo^tforwarcL $1,078 999 

Zinc 82 

Repairs to Annex Building, 

Insane Asylum ■ 725 

Building Material 824 

Lumber *. 227 

Steam Fittings 3,649 

Firebricks, Tiles, &c 430 

Glaas 998 

Drain Pipe 83 

Ventilators 887 

Roofing Material 753 

Paints 604 

Carpenter Work. 45 

Skylights for Museum, Belle- 

vue Hospital 280 

Repairing Windows 62 

Plumbing 126 

Steamboat Repairs 17, 854 

Raising Pavilion 800 

Repairing Scow 10 

Water Closet Tower, B. H 1 1, 779 

Bath House at Alms-house... 1,185 

Laundry Building, C. H 11,126 

New Pavilion, Hart's Island . 2,715 

Completion, W. W., I. A., W. I 35,000 

Carried forward $1,169,211 



34 
13 



Bron^t forward $1,169,211 00 



Architect's Fees . ^ 

Laying Cables 

00 Coal, Out-Door Poor 

83 t'etty Expenses, Out-Door Poor 

72 Transportation 

17 Inspection, Coal. 

36 Services of Visitors. 

H5 Photographing Dead 

76 Leather 

00 Officers' Rations ;. 

26 Meals to Paupers 

50 Surgical Instruments 

60 Haraware 

Crockery 

00 Rubber Goods 

00 Lunch for Visitors 

38 Dry Goods 

96 Stoves 

00 Rem 

00 Engine House, Ac, L. A., B. L 
30 Retreat Building, L. A., 6. 1. . 

80 Quarantine Pavilion, R. I 

07 Two Pavilions, B. H 

30 Poor Adult Blind 

00 



150 00 

1,392 08 

32.924 60 

433 68 

979 38 

630 00 

162 00 

405 00 

12 00 

697 75 

749 70 

51 66 

6 25 

75 

12 00 

12 90 

18 95 

22 50 

120 00 

7,500 00 

20,000 00 

6,000 00 

6,482 25 

20,000 00 



00 



$1,267,874 34 



STORE HOUSE, B. I. 



Hon. Townsend Cox, 



New York, Janaarj 1, 1881. 



Preiddent Department of 

Public Charities and Correction, 

Sir. — Accompanying please find annual report for year 1880, com- 
prising Balance Sheet, and Statement of Distributions to Institu- 
tions. 

Very respectfully, 

JOHN E. FLAGLER, 

Store Keeper. 



Sf(n*r. I/()ijHf\ li. I. — OidrUrafion to Tnditutions. 



city PrlfVMi fn,HT.UV2 

jiellovuo Hfmpitul 7iM>:w r>r> 

Chftrlty HoHpltal 7h,«W7 iVi 

P«riltoiitlary 47,754 ;i;i 

Maternity HoHpItal 4,iHW :m» 

AlmH-houH« 4H,4(li :u 

Incurable HoHr»ltal 4,'J7:i 54 

Work-houwi 4('.,5Ho 4a 

Lunatic AHyluni h4.4.'W 04 

InebrliiU' Anyluin :M»:i 41 

Uonicuopathlc HoHpital 4:i.5<H) W 

Inflano Asylum l(H,.'«»;i 4H 

RiiudairH Island HoHpital 51.811 21 

Infanl« Hospital •ir,,m>H .U 

Branch Work-houHe i;j,5(>7 57 

Uart'8 Island Hospital 1M1:M() 

Branch Lunatic Asylum 2(),h:{h 75 

Steamboats a(),5'2:J 20 

Central Office 7,<)fW IM 

0<»lored Home Ifi.lHH (M> 

Central Ofllce Stables :{,7hh (K) 

Gardens 1,014 45 

Colored Orphan Asylum 3,13H '27 

Store Expenses I.ICU 77 

lustltu tion of Mercy 7,390 25 

R.I Improvement 385 09 

B. I. Improvement 3,046 76 

Carried forward $785,255 51 



Brought forward 

Truck HorKOM 

Out Door I'oor 

N. Y. Catholic Protectory 

Towor at Helh^vuc HospltAl 

(inn H<»UMn Supply Account 

Now Bath-houHo at Alms-house.... 

(icnoral Druu Department 

Wnrtl'n fMland Improvement 

Out l)o(»r IVwir Blind 

NurHnry, Kandall'H Island Hospi- 
UJ 

Laundry Hulldhitf, Charity Hoi)ital 

Nnw J'avlllon, Hart'H Island, Sup- 
ply Acrounf 

New Pavilion, Hart's Inland, Special 
Appropriation 

WcMt WInu, JnHnnii Asylum 

Quarantine Pavilion, Handall's Is- 
land,.,. ..... 

KryslptdaH Pavilion Bnllnvuo Hos- 
pital 

Alteration!* *c. to Kntniat L. A 

Alterations Ut Kiiffliie House, 
Kitchen, *«;., Luimtle Any turn. 



$785,255 51 


665 76 


38,280 64 


2,245 68 


11,667 00 


212 72 


1,185 80 


12 87 


75 OO 


20,000 00 


168 57 


10,161 87 


884 66 


2,444 26 


28,049 29 


6,000 00 


2,800 00 


18,900 00 



7,500 00 



Total $915,909 68 
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GENERAL DRUG DEPARTMENT. 



Januaby 1, 1881. 
Hon. Townsend Cox, 

Predderd Department of 

Public Charities and Correlation. 

Sir. — I have the honor to report to you the work of this Depart- 
ment durmg the year 1880. 

The following quantities of Pharmaceutical and Chemical Prepa- 
rations have been made during the year : 



2,000 


poundH of various Syrups. 


1,350 


♦* ** Cerates and Ointments. 


250 


** " Pills, of various kinds. 


2,500 


" ** Fluid Extracts. 


2,000 


** " various Pharmaceutical Preparations. 


1,750 


** '* Chemical Preparations. 



The net cost of which to this Department has been $11,200, while the 
purchasing price, at the lowest market rates ruling during the year, 
would have been about $18,000. 

A number of Chemical Analyses, both for the special purposes of 

this Department, or for the Board of Commissioners, have also been 
made during the year. 

One of the most useful and important publications ever issued by 
this Department has been the Formulary and Posological Table for 
the guidance of the prescribing Physicians, and of the Apothecaries 
of this Department By its use a much greater uniformity in treat- 
ment, wherever possible, and a considerable saving of the more ex- 
pensive medicines has been brought about. The rules and regula- 
tions governing the Drug Stores of the Department, which have been 
revised by your Board, and promulgated in this Formulary, are 
believed to contain every possible safeguard for the safe and proper 
administration of medicines. The Formulary has been issued in an 
edition calculated to last about two years, and it should be revised at 
regular intervals. 



xvu 

Following you will find a schedule of the Medicines, Liquors, Ale, 
&c., purchased and distributed during the year 1880, and the amount 
of stock remaining on hand. 

EespectfttUy submitted, 

J. FKEY, Superintendent 

Schedule of Mediolnes, liiqaorg. Wine, Ale, &c.| purchased and distributed during: 
the year 1880, and the amount of Stock remainingr on hand. 

Expended for Drugs, &c., Liquors, Wine, Ale, &c $44, 116 66 

Stock, January 1, 1880 13,104 29 



Of which there has been distributed to 

Bellevue Hospital $14,419 84 

Reception " 99th street 648 50 

Charity ** 12,386 40 

Lunatic Asylum 2,794 62 

Insane ♦' 1,409 34 

Homoeopathic Hospital 1,815 26 

Randall's Island ** 1,953 91 

Infants, R.L, ** 909 76 

Hart's Island ** 1,131 87 

City Prisons 423 88 

Superintendent O. D. Poor. 1,010 00 

Bureau Medical and Surgical Relief $6,481 75 ) ^ -qc oc 

" 24th Ward... 265 11 f «>.^^«> »o 

Branch Work-house. 27 35 

♦* Lunatic Asylum 81 66 

General Drug Department (expenses) 1,140 ) 



$57,220 96 



$46,789 14 



Balance stock on hand, January, 1881 10,631 81 



BELLEVUE HOSPITAL. 



January 1, 1881. 
Hon. Townsend Cox, 

President Department of 

PuUic Charities and Correction, 

Sir: — In accordance with the rules of the Department, I beg leave 
to submit to your Hon. Board the following report of this Institution 
for the year ending December 31, 1880. 

The following statements and tables, in the order in which they 
are placed, exhibit the number of admissions, discharges and deaths, 
the number of cases of injury brought by ambulance and otherwise, 
and of which number inquests have been held by Coroners. I also 
submit a per capita statement of the daily, monthly and yearly cost 
of each inn^^te of the Institution. 

Number of patients remaining in Hospital Jan. 1, 1880 608 

admitted during the year 8, 151 



<{ <( 



ToUil number treated 8,659 

Discharged 7,074 

Died 1,045 

8,119 

Remaining in Hospital Jan. 1, 1881 • 540 

The records of Bellevue Hospital continue to prove its usefulness 
and great necessity. In the past year there was treated 1,542 "surgi- 
cal cases, of which number 947 had met with serious accidents. 
Many of these patients, when admitted, were in a dying condition, 
and perceptibly increased the death rate of the Hospital, without 
being under the Surgeon's care but a few hours. Of the total num- 
ber of deaths, 299 died within forty-eight hours, some of the-patients 
dying while being carried to the wards. 

Of the^cause of death, a table of which accompanies this report, 
467 persons died from Bright's disease and phthisis; many of them 
arriving at the Hospital in a dying condition, haying been sent to the 
Institution by their friends as a.last resort. 



The death rate at this Institution may appear large, but, when the 
number of Coroner's cases that die within twenty-four hours, also 
the deaths of persons who die after being but a few days under the 
Physician's care are deducted, the percentage of deaths will be so 
much reduced that it will show a better record than other institu- 
tions of a like character. 

The work of the Hospital has for the past year been greater 'than 
usual, there having been treated, in addition to the regular admis- 
sions, "office cases" approximating 2,000, making a total of 10,000 
persons treated. 

THE PAVILION FOE INSANE. 
There has been received into this building during the past year, 

For examination 1,518 

Of which number tliere were transferred to the Island Asylum 902 

Discharged to the care of iriends and sent to other Institutions not in 

the Department 601 

The number of deaths was 15 

It sometimes occurs that the pavilion is overcrowded, and we are 
obliged to place more than one patient in a room. This is to be re- 
gretted, from the fact that this class of patients when admitted, be- 
come very much excited and often violent ; such cases it is necessary 
to place under mild restraint, which, under the circumstances, cannot 
be avoided. It is sad to contemplate the increase of this dreadful 
mala<ly, and if it continues it may be necessary to have increased 
accommodations. 

The wards in the main building for the treatment of alcoholic 
cases, have at all times been overcrowded, especially in the male de- 
partment. This class of patients should have a pavilion entirely 
separate from the main building. The number of cases admitted 
suffering from alcoholism was 1,565, of which 45 died. 

THE STURGES PAVILION. 

This building was but little used during the summer months, but, 
since September, has been well filled. The number transferred from 
the main wards was 38, of which number 11 died. 



THE EMERGENCY HOSPITAL. 

This building has received 208 patients during the year, of which 
there were 39 transferred before confinement, 34 previous confine- 
ments, and 135 births, of which number 13 were still-births. 
There were 6 deaths, mostly from exhaustion. Many of the cases 
brought to this Institution are received at night, when there is no 
possibility of having them transferred to the Island Institution. It 
is the only place of its kind in the city, and is certainly a great bless- 
ing to those poor unfortunates who seek its shelter. 

The Doctors and Nurses in attendance at this Institution have per- 
formed their duties faithfully, and the building has been kept in good 
condition. 

I respectfully call the attention of your Hon. Board to the neces- 
sity of having a more commodious and fitting receptacle for the dead. 

The present .<hed is totally unfit for the purpose, and, as the num- 
ber of bodies received is increasing every year, I beg that your Hon. 
Board will have a proper building for this purpose erected as soon as 
practicable. There were 4,627 bodies received during the past year. 

The Medical Board and Committee of Inspection have expressed 
their approval of the sanitary condition of the Hospital, and of the 
manner in which the affairs of the Institution have been conducted, 
and which have been materially benefitted by their aid and advice. 

The Visiting Staff of Bellevue Hospital, among whom I beg leave 
to mention Professors Wood, Clark, Janeway, Flint, Walter, and 
others of the Medical Board, have been regular in their daily visits 
to the Hospital, and have given every attention to the patients in 
their several divisions. Too much praise cannot be given to those 
gentlemen for the interest they take in Bellevue Hospital. 

The House Staff have attended to their duties faithfully, and have 
done all in their power to alleviate the sufferings of the sick. 

The Ambulance Surgeons, who are on duty at all hours, have 
attended with great promptitude the many calls for their services. 
They have attended 1,879 ambulance cases. 

The Matron, Miss Perkins ; the Clerk, Mr. Kussel ; the Engineer, 
Mr. Conway, the orderlies and nurses, have all performed the duties 



faithfully. The clergyuieu of the different deiiomiuations have been 
in attendance at all hoars, also the Sisters of Charity. 

The slight repairs, painting, glazing, caq)enter work, etc., have 
been performed by unpaid help. 

The supplies furnished by your Hon. Board for the maintenance of 
the inmates of the Institution for the past year, have been of excel- 
lent quality, and in every instance have been abundant. 

I have endeavored for the past year to fulfill the instructions and 
to carry out the intentions of your Hon. Board in conducting the 
affairs of the Institution. I respectfully tender my sincere thanks 
for your kindness and consideration, and hope to gain in your esteem 
by close attention to my duties and a deep interest in the welfare of 
the Department and the inmates whom you have placed in my care. 

Respectfully, 

JAMES F. O'KOURKE, 

Warden. 
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TABLE 3. 

Last of DUeoMH causing Death in BeUevue Hoi^ital during the year 1880. 



Apoplexy 26 

Aneurism 12 

Alcoholism 25 

Abscess 2 

** of the Liver 1 

" Brain 1 

*♦ Pelvis 1 

Anaemia 1 

Amyloid, Kidney 1 

Anasarca 1 

Asthenia 4 

Bright's Disease 139 

Bronchitis 6 

Burns 20 

Cancer 8 

'♦ of Neck 2 

" " Head 1 

'* Stomach 1 

*' " Rectum 1 

" Breast 3 

Caries 2 

Cut, Throat 3 

Cellulitis 4 

Convulsions 1 

Cellulitis (Pelvic) •. . . 1 

Cystitis 9 

Cholera Morbus 2 

Cirrhosis 11 

Cerebral Softening 2 

Dysentery 18 

Diarrhoea 5 

Dementia 1 

Diphtheria 1 

Empyema 10 

Enteritis 2 

Epilepsy 2 

Embolism 1 

Emphysema 1 

Endocarditis 1 

Fracture, Skull 14 

Tibia 2 

" Femur 3 

Ribs 1 

'* Spine 1 

Fatty Kidney and Liver 2 

Fever, Typhoid : 11 

*' Yellow 1 

Gastritis 2 

Gangrene 3 

Heart Disease 24 

Hemorrhage 8 



Hernia 5 

Hemiplegia 2 

Hepatitis I 

Hip .i oini Disease 2 

Icterus I 

Immersion I 

Insanity i 

Insolation 6 

Injuries (various) 28 

Laryngitis 3 

Leucocythaemia 1 

Malaria 3 

Meningitis 36 

** cerebro-spinal 3 

Myelitis 6 

(Edema, Glottid s 1 

of Lungs 3 

Phthisis 3:.8 

Pleurisy 9 

Pneumonia 113 

Poisoning, Opium 2 

'* Lead 1 

Peritonitis 15 



2 
1 
2 
2 



Pyaemia . 

Paraplegia 

Pericarditis 

Potts' Disease 

Puerperal Fever 3 

1 

5 

2 

1 

1 

1 

1 



Paralysis 

Rheumatism 

Retention of Urine. 
Rupture of Urethra 

Scalds. 

Stricture 

Stab Wound 



Septiaemia ' 3 

Stricture, (Esophagus 

Shock 

Softening of Spine 

** Brain 

Senility 

Trichinosis 



1 
5 
1 
7 
4 
1 

Tumors, Cerebral 4 

1 
1 
1 
1 
4 
3 
1 



(i 



Tibia. 

Tonsillitis , 

Tetanus 

Thrombosis 

Tuberculosis 

Uremia 

Ulcer of Stomach 
Waxy Kidneys. .. 



H 



TABLE'4. 

Amhitiance, Poiire and Cortmf^rn' Ta-^'s daring the year 1880. 



Months. 



Jaiiuan* U7 

Feliruarj' Ky 

March ! lOG 

April 117 

Mav 1 2H 

Juiw* 118 

July 13(1 



.Ss 



2.-) 
12 
19 
IC 
22 
37 
22 



2 . 



29 
22 
VG 
27 
39 
32 
3G 



o 



MoNTirs. 



CamwlfomM 867 153 . 211 



201 
119 
151 
U)0 
189 
217 
194 

1231 



Brought forw'd 

August 

;Sei)teml)er .... 

.OctolMT ' 

il November ' 

I December 



G? 
c; 




, 






• 


2 «5 




jj 

jj 


^o 


o S 


1 


-^ 


o 


u 


c 


s 


a. 


o^ 


E- 


< 




o 




867 


153 


21! 


: 1*^31 


122 


15 


32 


' 169 


HO 


31 


32 


173 


129 


39 


24 


192 


132 


i9 


30 


191 


146 


i9 


28 


203 



11506 296 357 



2J59 



MORGUE. 

The fofhnving ?> a Statement of the Bodies received at the Morgue from 

January 1, 1880, to January 1, 1881 

RECOGNIZED BODIES. 



DATE. 



January 

February 
March 



April 



May 



June 



July 



August 



NAMES. 



Whose Chabge. 



Supt. O. D. P. 






(■ 
(( 
(« 
(( 
(( 
(< 
It 
(< 
(( 
<( 
<< 









(( 

(( 



(< 






James F. O'Rourke. 
Supt. O. D. P 



13 Thomas Sweeney. . . . 

27|John Clifford 

27 1 Fred . Ahrenberg 

9 1 Charles McCaffrey. . . 

ll|Mary Teake 

6 {Michael Sullivan — 

14 James Tomlinson... 
15 'Joseph Ludehauser. 

24! William Johnson 

28;carl Klaflin 

29 1 Michael Filbert 

29 John Watson 

30 Andrew Jackson — 
30 Charles Burrett 

1 1 Jacob W. Schaeffer. 

4 Lena Fruckhofer 

8 Robert J. Fletcher. . 

15 William Haley 

20i Edward Carter 

30 1 John Eoanighouscin. 

30;PablaTusna 

11 ' Albert Blaust 

16: Thomas Reilly 

22, Warren Singleton... 

17 Samuel Guyon 

19 Richard Bagley 

21 Joseph O'Briter 

28 Susan E. Col ton 

28 Barbara Rancher. . . 

28 : Sarah Schay ler 

28,Constantine Sherry. 

28 1 Mary A. Beach 

28 1 Eveline D. Bennett.. 
28 Margaret Mahoney. 

28 Jacob W. Diller 

28 Thomas Flannigan. . 
28 Thomas M. Glveren, 
28 Charles Harbrook. . . 

28 Mary E. Grey 

28 Joshua Harbrook. . . . 

28 Lizzie Aikens 

28 Mary Lazarus 

28 Jenny Jones 

28 Daniel Moore 

28 Simon Meyer 

1 Lewis Glick -.... 

7 John N. Dixon 

8 Lawrence Kane 

14 Wm. M. Mullaney. . . 

15|Conn Ruddy 

14 Henry Rosendorl 

26 Henry Meyers 

10 William Sillman. . . . 

12 Ellen O'Brien 

15{ James Thompson.. . . 
17 Barney Morgan 

August Baltz 

Frank K. Murray.., 

James Bronson 

George Euitz James F. O'Rourke. 




























































































25 

26 
September 9 

21 
October 11 
November 7 'Thomas Boyle. 

llJMichael Landrigan.. " " 

December 9 Owen McKelnan " " 

9| Joseph Raft James F. O'Rourke. 



Vebdiot. 



Cardiac 

Railroad Injuries. 

Cardiac 

Drowning 



Aneurism. 
Drowning 



«< 



Hanging. 



Suiclde.Pistol S't W'nd 

Drowning 

Alcoholism 

Drowning 



WHEBE 
BUBIED. 



Alcoholism. 
Aneurism. . 
Drowning . 






Bright's and Heart Dis. 

Phthisis 

Drowning 



(( 
(( 
(« 
«( 
<( 
(< 
•< 
<< 
(< 
(( 
(( 
(< 
(< 
<( 
«« 
t* 



CalvaryCemetery 
tt <« 

Hoboken, N. J. 

CalvaryCemetery 

Westchester Co. 

CalvaryCemetery 

City 

Lutheran " 

City 

Lutheran •• 

Greenwood '* 

Lutheran " 

City 

Harrisburg, Pa. 

Luth'n Cemetery 

Evergreen " 

St. Mary's " 

Calvary •• 

City 

Greenwood " 

Lutheran " 

City 

Bangor, Maine. 

City Cemetery 
tt tt 

Lutheran *' 

Greenwood •• 

Lutheran " 
tt tt 

Calvary •• 

GreMiwood " 
tt tt 

Calvary " 
Mt. Olivet •• 
Calvary •• 

Roslyn,L.L" 
Calvary " 
Roslyn.L.I. " 
SeaCIlff, " •• 
Washington" 
City 

Calvary •• 
Washington" 
City 



Bright's Disease 

Insolation 

Pistol Shot Wound. . . . 

Drowning 

Paris Green Poisoning 

Cardiac 

Drowning 






Lightning Stroke 

Drowning 

Alcoholism 



Grace English Supt. O. D. P Suicide, Drowning. 



; Drowning 

1 " 

I Heart Disease... 
'Tumor of Brain. 



Calvary •' 

City 
«< (< 

Bay Bide " 

Lutheran " 

City 

Calvary •• 

City 

St.Peter's.L.I.C'y 

City Cemetery 






tt 
tt 
tt 
tt 



Calvary 
Albany, N. Y. 
City Cemetery 



«< 
tt 



MORGUE. 

Thi' following in a Sla/emeni (^ the Bodien received at t)w Masavx fny 
January 1, 1880, to January I, 1881 

imcoaNizED BODiBa 



JSIThomfl*awBBnBy,. 

21Vrv\, AbroBbBrj.. 
3 U.Ch&rloH UcCaffniT. 



d Micliael Sulllvat). . 
U'JaiiiHS Tomllnson. 



lowiliHunlUley..... 
auiEdwaid OiuteT.... 
30 Joiin KunlKhoUKli 



^ll Joseph O'Brlter.., 
^ISiiMD S. Oollan., 



l^lSiuoD S. Ooltan. . 
:i8. Barbara Baucber. 
aOlSarahSoharler... 



^.UaTBorel Moboney, 

:^ Tbomae M. Olveraii 
■M oboFLEw Harbrook. . 

at Miir» E. Qrey 

inHarbruok... 



aa^lkguK 
T Laiarui 



IT SoriiHy Uorgaii 

29 AUKUfil BnlU 

jDiFraDk K. Uurray. 
fl Jamea BronaoD ... 

2l|0wirKe Bultx 

I lOreoB English 



Vebsuit. 



..IHollroad Injuries... 

v.piuwai^'.'.:::::::'.'.. 



CoJ yarjOometary 

[obiftea. N. J. 
-ol yoryCemelory 
WestoheatciCa. 



..iSrovQlaK .. 
..JHonglDg.... 



Lulb'n OsmBtery 
KTBrgTeen '■ 
at Mary-B ■■ 



iBrlBbl'Bond 

F. O'Eourke.... PhtblBia 

'. B. P iDrownlnit " 



mw F. O'Kourke 



.. LlBbtnlng ijtFoks .. 

.. IlcoboHun 

.. Sulolda.SrowulDB.. 



Lirka iTuBuaaf Brain. .... 



Beoailr, ■'• ' " 
Woahinguiu" 



liy^, " 
Ky Ceaietei7 



Oily C«melery 



10 



UNRECOGNIZED BODIES. 



April 



May 



DATE. 



January 6 
1*2 
15 
1<J 
19 
18 
:M) 
February 6 
23 
'II 
29 
March 8 

19 
21 
25 
2ti 
20 
lU 
11 
U 
19 
19 
19 
22 
24 
26 
27 
29 
29 
30 
3 
5 
7 
7 
9 
13 
16 
16 
17 
20 
22 
23 
23 
23 
25 
25 
26 
26 
29 
30 
31 
3 
8 
10 
10 
12 
13 
1 
10 
12 
18 
18 
'26 
5 
9 
12 
13 
14 
17 
18 
20 



June 



July 



August 



NAHE8. 



Unknown 



Woman. 

Man 

Woman 
Man 






Woman. . . 
Man 



<< 
<< 
ti 
<• 
(( 
•> 
<< 

<< 
<< 
<< 
•< 



Woman. . . 
Man 



(i 



Woman. . 

Boy 

Man 






Woman. 
Man 



(t 
<« 
<( 
(( 
<< 
<( 
(( 
•( 
t( 
(( 



Woman. . 

Man 

Woman. . 

Boy 

Man 



<< 
(( 
<• 
(< 
(< 
«< 
«( 
(( 
«t 
<t 
t« 



WllOSK CHAU(.»K. 



Supt. O. D. P.... 



Vkudict. 



Asthenia 

Drowning 

Fracture, Skull. 
Bright's DiseiiHc. 

Phthisis 

Drowning 



Alcoholism. 
Drowning.. 
Alcoholism. 



Drowning. 






Apoplexy .. 
Alcoholism, 
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Drowning 

Congestion of Brain. 
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Kallroad Injuries. 
Drowning 






Heart Disease,. 

Cardiac 

Drowning 



Drowning . 
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Suicide 
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Railroad Injuries. 
Drowning 
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UNRECOGNIZED BODIES— Continued, 



DATB. 



August 21 
26 
27 
90 
31 
31 

September 1 
2 
7 
7 

13 
29 

October 6 
6 
6 
16 
16 
18 
23 
26 

November 8 
10 
16 
17 
28 
26 
30 

Decemb'r 16 
16 
27 



NAMES. 



Unknown Boy Supt, O. D. P. 

Man I 



Whose Ghabqe. 



«< 

Woman. 
Man 






Woman. 
Man . .. 



<< 
Woman. 



(t 
«< 
(« 
<< 
(< 
<« 



Man 



«« 



Vebdiot. 



Whebe 

BUBIED. 



Drowning ' City Cemetery. 



Railroad Injuries... 
Fracture, Skull . . . . . 

Drowning 

Railroad Injuries... 



Drowning. 



I* 
XJreenia. 



(< 



Fracture, Skull 
Drowning....... 



Phthisis 

Drowning 

Alcoholism 

Drowning 

Pneumonia 

Fracture, Skull . . 

Drowning 

Railroad Injuries. 

Alcoholism 

Drowning 






Bright's Disease. 
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Making a total number of bodies received, one hundred and sixty-seven (167). 

Recognized 66 

Unrecognized 101 

Total 167 

JAMES F. O'EOUEKE, 

WarOen, 



Report of Medical Board, Bellevue Hospital 



January 31, 1881. 

I'Vitfiili'iil /frjMirhnfnf nf 

PMiv (-hanfifii ami Correction, 

Sjk.- J litivc the honor to Hubinit tho f<)ll()^viug report for the year 1880: 

I'lK'tv vti'it' n'MiiiiiiiiiK ill IIm* Hospital 1 )<><■( muImt 31, 1879 508 

A'lmitM diiriii;: I In* y«iir 8,161 



Totjil 8, 669 

i>ivi'l(;<l OH folio wh: 

!Ai'AU:n\ a,826 

rMrisU'jil 1,642* 

IfiHUlK; 1,518 

Al<;olj';li<:, caWt* 1,566 

Emt'.rii^iitit'.y J lo>'|)itjil 208 



'I'oUil 8, 659 

JO'iiiuiniii^ l)t'i-i'\n]H'.v '.W, IHHO 540 

•Of v\liirli 1M7 w<ir«' arriMi'iilH. 

Ill i44Miiio)i a])oul 2,()()() cjihch wvvv treated as " out patient&" 

Of lh<' ii'liiiilU*'! niHi'rf Un»ni i\m\ 1,045 

lnr.t:\iiir^*:'\ 7,074 

Of Mk' 'l<:al)iH 217 ovvAimul witliiii tlio lii*rit 24 lioiirs after admission. 

02 " " " second " *' *• ** 

WiikUi'j u I of ill of 2'y.i ditatliH witliin the first 48 liuui-s after admissiou. 

■U',1 (U:allm wcrt: c-auHcd hy Briglit's diBeawe, or phthisis ; I^SBmia is 
t'liiii'ift'A will I two ; w^]>tic,o'iiiia with foiu*. 

In vjr-w of tlu; efloiiH that have been made duiing the past year to 
ini])rovi; tlu; sanitary (roiiditioii of the Hospittd, it has se/iincd desirable to 
as^^f-iiain tli(; result, if possible, by statistics. For this purpose I have 
s('le('i(;d for (;xaiiiinati()ii the compound fractures of the hmbs, a class of 
amitH that is ^(aierally accepted as furnishing the faii*est standard of com- 
parison b<'tw(!<'ii different methods of treatment at diii'erent hospitals. 

During tlu? year IKHO there have been received into the Hospital 59 cases 
of Hueh friwitures, exclusive' of cases in which there was also fracture of the 
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skull ; of these six died within 36 hours of the receipt of the injury, and 
must therefore be disregarded. 13 were treated by amputation, and 40 
conservatively. They are divided as follows: 

Total compound fractures of the limbs 53 

TREATED BY AMPUTATION. TREATED CONSERVATIVELY. 



Limb. Gaises. Cures. Deaths. 

Leg 7 5 2 

Arm 2 1 1 

Forearm I 1 

Fingers 3 3 

Total 13 10 3 



Limb. Gases. Cures. Deaths. 

Leg 22 19 3 

Arm 4 4 

Forearm 5 5 

Hand, lingers and toes. 8 7 1 

Patella 1 1 

Total 40 36 4 



Taking now the cases treated conservatively, I find .that one of the four 
deaths occurred upon the tenth day, apparently as the result of a moder- 
ate secondary hemorrhage; the injury had been a very severe one, and the 
bleeding at the time of the accident profuse. It seems hardly probable 
that the death was due to causes inherent in the Hospital. ' 

The remaining three deaths, however, are clearly chargeable to hospital 
influences: one was caused by erysipelas, the others by prolonged suppura- 
tion, accompanied by constant fever and occasional chills. All three oc- 
curred in one division, in which erysipelas has broken out several times 
during the year, notwithstanding repeated fumigation of the wards. The 
three cases were treated by the " open method," without drainage, and 
with only a moderate use of carbolized water. 

In the other wards all the fractures have been treated either by the full 
" Lister method " or by frequent injections of carbolized water combined 
with thorough drainage. 

For the purpose of comparison with these statistics, I have taken the 
record of a single division for a year about ten years ago, (2nd Surgical, 
September 30, 1869, to September 10, 1870.) There were received 
during that period 26 compound fractures of the limbs, of which one died 
within two hours after admission, 15 were treated by amputation, and 10 
conservatively. 

They are divided as follows: 

Total compound fractures of the limbs (1869—1870) 25 



TREATED BY AMPUTATION. TREATED CONSERVATIVELY. 

Limb. Gases. Cures. Deaths. ] Limb. Oases. Cures. Deaths. 

Thigh 3 

Leg 4 

Forearm 2 

Foot 1 



Leg 8 .") 3 

Ann 3 3 

Forearm 1 1 

Fingers 1 1 

Foot 2 2 



Total 15 10 






3 


3 


1 


t 





1 






Total 10 
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Most of the deaths were clearly due to hospital infection, and many of 
the cases that recovered barely escaped with their Uves. The much higher 
percentage of amputations shows the surgeon's appreciation of the danger. 

The following table gives the percentages of deaths in all cases of ampu- 
tation, and of deaths after amputation, and after conservative treatment: 

The difference is even more marked in the large and important class of 
fractures of the leg. Thus, of 12 cases in 1869 — 1870, eight were ampu- 
tated and four died; while, in 1880, out of 29 cases, seven were amputated 
and five died. 

Year. ^^^ dent, of Ampatations. Per cent, of Conservative Treatment. Per cent of Deaths* 

Cases. Deaths. Oases. Deaths. 

1870 60 ^^ 40 40 36 

1880 40 *^3 60 10 12 

These figures show plainly not only that a great improvement has taken 
place, but also that the results now obtained by conservative treatment are 
nearly, if not entirely as good as those of other hospitals. They show a 
great gain in the saving both of life and Hmb. Amputation is. required in 
only two-thirds as many cases, and is one-half less fatal, while the 
attempt to save the Hmb is not only more frequent, but also more success- 
ful, the deaths being only one-fourth what they were formerly. It is a 
noteworthy fact that in three divisions there were 26 cases with only one 
death, and that death due probably to the severity of the injury rather 
than to hospital poisoning. 

The gain is to be attributed to three causes: improvement in the wards, 
in nursing, and in treatment; and in this connection I desire to testify to 
the intelligent zeal of the House Stafl^ and to the efficiency of the nurses 
suppHed by the Training School. I speak of the latter, because, as they 
are in charge of the Division to which I am assigned, I have had an oppor- 
ttmity to observe their management personally. 

At the same time it is evident that the Hospital is in need of means for 
the proper isolation of patients affected with erysipelas. Such cases have 
now to be transferred to the Island, and it is needless to do more than 
refer to the risks involved in that transfer. 

Very respectfully, 

LEWIS A. STIMSON, 

Secretary. 



RECEP'JION HOSPITAL, 99TH STKEET. 



t 



January 2, 1881. 
Hon. Townsend Cox, 

President Department of 

Pvblic Charities and Correction, 

Sir. — I most respectfully submit to your Honorable Board the 
following statements, exhibiting the present condition and workings 
of this Institution for the year ending December 31, 1880 : 

The number of Patients remaining in Hospital January 1, 1880 10 

*' admissions during the year 632 



t( (( 



Total number treated 642 

The number of Patients discharged 213 

** ** '• '* transferred 383 

" " '* ** died 31 

** " *• ** remaining in Hospital l.> 

— 642 

The following is a statement of the cases admitted during the 
year ending December 31, 1880 : 

The number of Ambulance cases 573 

** ** "Police " 28 

All other cases 31 

Total 632 

The following tables, in the order in which they are placed, show 
the number of monthly admissions, discharges and deaths during 
the year, the number of cases of injuries brought by ambulance, 
police and otherwise, and of which number inquests have been held 
by Coroners ; a statement of the nativity of those admitted during 
the year ; also a statement of the number of patients treated in the 
Dispensary connected with this Institution. 

Respectfully, 

ROLPH. D. MARSH, M. D., 

House SoigeoD. 
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TABLE C. 
Amhulawx, Police and Cuwiusi-k' C<bva for the year 1880. 
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January ., 15 

Mart* 25 

April 33 

May « 

Jnoe '■ *.i 

July. 3B 

Augnat 39 

Seplemlier. . . 38 

Ociober 37 

November...' 27 
December. . . 28 


\i ' lii 

T 15 

li 13 
21 12 
16 27 

15 19 
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9 . 21 
19 22 

16 1 13 
7 1 12 

21 ' 17 
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12 
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22 
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flO 
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EXAMINATION OFFICE. 



Januabt 1, 188L 
Hon. Townsend Cox, 

President Department of 

Public Charities and Connection, 

Sm. — I have the honor to submit to your Honorable Board, tk 
annual report of this Office for the year ending Deoember 31, 
1880. 

The whole number of applicants was 19,500, as follows : 

ADMITTED TO HOSPITAL. 

Male Adults 11,289 

Female *' 6,876 

Male Minors 138 

Female ** 60 



Total admitted to Hospital / 18,363 

REJECTED AND REFERRED, Ac. 

Rejected and referred to the Superintendent of Out-door Poor . . 932 

Board of Health (contagious diseases) 63 

Department of Emigration 98 

Refusing to go to Hospital after bdng thereunto assigned 54 



II ii (i II 

II II a ti 



Total rejected and referred, &c 1, 137 



Grand total 19,600 

The assignment of cases to Hospitals was as follows : 

To Bellevue Hospital 7,679 

Caiarity ** 6,098 

Homce(H)athic ** 3,834 

Emergency ** v 148 

Randall's Island ** 630 

Epileptic and Paralytic Hospital 89 

Hart's Island ** 694 

Bureau for the Medical and Surgical relief of Out-Door Poor. . . 291 



Total \ 18,363 



^biclnded in the cases admitted to Bellevup Hos|iital avp 1,500 
Ambulance and 290 Police eases. 

The demand upon the resources of tlie Department, and the 
steady increase in the necessity for greater expenditure is strik- 
mgly shown by a comparison of the report of this year with that 
of ten years ago. 

There has been an increase of 7,798 cases within the past decade 
(vide report of Examining Physician for 1871 — 11,702 eases), or an 
average increase of 25 eases a day, and a little less than twice 
the whole number as compared with that year. 

To properly perform the duties of this office, and to exercise 
a proper caution in the assignment of cases, and in the detection 
of contagious diseases, owing to this steady increase in the num- 
ber of cases, it is desirable that a paid assistant should be appointed, 
as there is a possibility of actions against the city for unnecessarily 
jeopardizing life by the assignment of non-contagious diseases to 
the Small-pox Hospital, and other compUcations of a like nature. 
The fact that for the past several montlis no applications have 
been received for the positions of aas-istants without compensation, 
as ordered by your Honorable Board, clearly shows that the ba>- 
«fit8 to be derived from the practical experience, are more than 
•counterbalanced by the risk and disagreeable character of the 
■^ork. 

The amount of clerical lalxir that must be performed by the 
Examining Physician is great, and the loss of time spent in the 
nvestigation of cases for transfer, and the like, seriously compromise 
■he time allotted for the examination of patients. The work must 
» perfc^med within a specified time, and is governed by the boats 
■0 that an extension of the houi-s of examining applicants would- be 
•f no value, as after half-past three, daily, very few applicants pre- 
isent themselves for examination, the last boat leaving at that hour. 
The difficulty experienced in the past two years of getting the his- 
tories of patients in the Emergency Hospital, the medico-legal neces- 
sity of which, has previously been mentioned, has been avoided this 
year by furnishing the attending nurse in that Hospital with printed 
•^lajiks, which are daily sent to this office. For the execution of this 
suggestion, I desire to thank the Warden of Bellevue Hospital, Mr. 
"Bourke, and for many other courtesies received at his hands. 
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Alms-house cases have been admitted through this office during 
the past year, namely : 34 males and 45 females. 

By direction of the Superintendent of Out-door Poor, cases of 
pregnancy in the early months of utero-gestation have been admitted, 
during the latter part of the year, to Charity Hospital, without, as 
heretofore, retaining them temporarily in the Alms-house till the 
time for accouchement 

While this measure tends to decrease the number of vacancies 
available in this office, for the admission of pregnant women, it is 
certainly a decided moral improvement. 

It is absolutely necessary that some place should be immediately 
fitted up for the temporary retention of cases of contagious disease. 
As a sanitary measure, this matter should receive immediate atten- 
tion, as I am forced to send cases of small-pox and other contagious 
diseases into the street to go to the Beception Hospital of the Board 
of Health. The rooms adjoining this office are filled with dispen- 
sary patients at all hours, making the liability of contagion at a 
maximum ; and in or about the Hospital, at present, there is no 
proper place. To send such cases, unguarded, into the street, is a 
floating element of contagion that is likely to seriously affect the 
health of the city. 

The surgical instruments of the Department for the Medical and 
Surgical Relief of Out-door Poor, were, by order of your Honorable 
Board, placed in my charge during the past year. They have been 
put in as good a state for usefulness as their quality and conditibn 
will allow. It is very necessary that a limited supply of instruments 
should be furnished this department, for, as I am informed by the 
physicians, they are unable to properly treat many cases, owing to 
this want, and in many instances are compelled to use their own in- 
struments. 

As an economical measure, these instruments should be purchased, 
as, by expediting the cure of patients, the expense in drugs to the 
Department woidd be materially lessened. 

The Superintendent of Out-door Poor has furnished this office 
with a large glass case fo^ the instruments, so that there can be no 
excuse for their loss or destruction. 

Overcrowding has recurred this winter, as usual, in the hospitals 
on the islands ; and, as a means of ob^dating this difficulty, I would 



23 

suggest, if practicable, that, if only in the winter months, an ad- 
ditional trip, in the afternoon, be made daily to Randall's Island 
Hospital 

As a rule all patients for the islands at this office before 10.30 a. 
K., are sent by the boat at that hour, and cases applying daring the 
remaining hours of duty must be sent to either^Charity or Homoeo- 
pathic Hospitals. 

The accommodations in the Lodging Ward at Bellevue are so 
restricted that it is unadvisable to retain cases over night, so that if 
this extra trip were made daily to Bandali's Island it would render 
" doubling up " an occurrence of much less frequency than at present. 
In the distribution of cases to the Hospitals, the same scheme as 
heretofore has been followed. 

To Bellevue Hospital, acute diseases and recent severe injuries, 
have, with some exceptions, been admitted. All cases in a very low 
state, in which it would be unjustifiable to send them to either of 
the Island Hospitals, have also, of necessity, been admitted to Belle- 
vue Hospital. 

An impartial division, according to the daily census, which forms 
the basis of distribution, mostly of sub-acute and chronic diseases, 
have been admitted to the Chai*ity, Homoeopathic and Bandall's 
Island Hospitals; and to the Hart's Island Hospital, generally 
chronic cases. 

Whenever a patient requests, or presents a request from a Phy- 
sician for either allopathic or homoeopathic treatment, his wish is 
invariably gratified. 

Notification having been received at this office of the opening of 
uterine, ophthalmic and venereal wards in the Homoeopathic Hos- 
pital, as far as possible the proper proportion of these diseases have 
been sent to that Institution. 

The tables accompanying this report are of some value, inasmuch 
that they show the admissions, in a condensed form, to seven differ- 
ent Hospitals. 

The illogical manner used at present of approximating the health 
of a city by the deaths alone, is evident when we consider the verj' 
many cases of disease that occur and terminate in recovery, and 
about which statistics give no record. 

If, then, we combine with the number of deaths, the whole number 
of cases affected, including those cured, we can intelligently learn the 
percentage of mortality in a disease and the circumstances modifying 
ity as well as the percentage of the disease as compared with all dis- 
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eases. Exception cannot be taken, ordinarily, to the diagnosis, as the 
classification is so general that it is, as a rule, a simple matter to 
know whether an ailment is located in the digestive, respiratory, or 
genito-urinary system, etc., etc. 

It is the aim of this office to make as thorough an examination as 
possible in every case ; but this is very often impracticable, owing to 
the want of an assistant. To carefully examine nearly twenty thou- 
sand people is too extensive a field for one physician to carefully go 
over, in one year, in the time allotted for examinations. 

With reference to the classification — by " General Diseases," is 
meant rheumatism and rheumatic complaints. " Fevers" includes 
only malarial fevers — all other fevers, including typhoid fever, being 
sent to the Board of Health. "Poisons" gives, with some ex- 
ceptions, cases in which suicide was attempted with some toxic agent. 
" Alcoholism," cases of delirium tremens, usually acute, and then 
always sent to Bellevue ; but when mild or chronic, to the Island 
Hospitals. 

Table A, shows the number of applicants for the year, the class of 
diseases with which they were affected, and the wards in the city in 
which they reside. 

Table B shows the number of patients assigned to each of the 
Hospitals of the Department, the class of diseases with which they 
were affected, and those referred to the Bureau for the Medical and 
Surgical Relief of Out-door Poor — with the rejections and grand 
totaL 

The proportion of acute to chronic diseases can be approximated 
by deducting the admissions to Bellevue Hospital in a particnlar 
classification from the whole number admitted with that class of dis- 
eases. 

While there is a great deal in the way of improvements made 
during the past year, that call for recognition, it is simply that, 
knowing the disposition of your Honorable Board to increase in 
every way the efficiency of the Department, and in that manner the 
comfort and well-being of its patients, I have refrained from men- 
tioning these, and simply call your attention to what now needs ref- 
ormation and improvement. 

Permit me, in closing, to thank your Honorable Board for the cour- 
tesy I have continued to receive at your hands. 

I am, very respectfully, 

8. HEMINGWAY, M. D., 

Examining PhyBidan, 
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tabu; b. 

Shoidng thf nuinher and amifftiment </ Patientx atimiited to Honpital and to the 
Burmu for thf Vfjxirtmi'nl o/' (hU-dix/r Pour, with the Claw (f Dimueif, for 
the year ending Dei-emixv 31, 1880. 



DiaBASRR AND IliJURIEH 



UKDICAL DlflEAflBS— 

Cieneral UlHeuMH. 

Nervona Sj-Btem , . 
CirculaUiry 
A1j:4ortieiit 
Kes|ilntor}- 

Unoftry 

SU RO 10 AI. DiBE AdEil — 

MaleGenerftUvi-Syst'n] 

Skin 

Eye and Ear 

Vmiereul 

Sui^cal CoacB 

Pkculiar to Wome.v — 
Female Gentrative Sya- 






PoisonB 

Alcobdl 

(InclaHlllal UiMUMW 



... ; 87 


2 


'.'.. 1 'iis 

... 27 




;;'! u 




54 





Rejected, referred, Ac 1,137 

Grand total ia,500 



CHARITY HOSPITAL, B. I. 



New York, January 15, 1881. 
Hon. Townsend Cox, 

President Department of 

Public Charities and Correction, 

Sir. — I have the honor herewith to submit the annual report of 
the Institutions under my charge for the year 1880. 

As will be seen from the appended tables, the number treated 
during the year is slightly below that of last year, while the rate of 
deaths (5.32 per cent.) remains about the same. The medical and 
surgical service of the Hospital has not varied from that of previous 
years sufficiently to call for special mention. The Hospital was vis- 
ited by no epidemic, nor were there any fatal accidents during the 
year. 

The repairs to the Hospital buildings have been mostly com- 
pleted, although new roofs are urgently needed upon the two western 
pavilions, which are now almost constantly in a damp and unhealthy 
condition in consequence of leakage. 

The new laundry and dormitory have been so far completed as to 
"be in part available, and have already proved of great service by 
enabling the working women to be kept out of the Hospital wards. 

The training school for nurses is in a prosperous condition, and is 
now I believe second to none in the country, both in the character of 
its pupils and the efficiency of their training. Through the agency 
of Miss Mabie, one of the graduates of the school, all of the grad- 
Tiates who desired have found constant employment, while numerous 
supplications have been made at the Hospital for the services of 
xiurses. 

At the animal Commencement, in September, the following nurses 
received diplomas : 

Elsie J'. Andrews, Ellen South worth, Sarah M. Stickle, 

Elizabeth Hankerson, Julia Cokday, Cora Schoyer, 

Calista Jordan, Mary Ryenthaler, Caroline E. Pennoyer, 

Ijucy Morgan, Kate B. Holden, Harriet L. Eno, 

Annie E. Mulford, Mary Andrews, Fannie R. Perkins, 

Annie Mahal. 
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In consequence of several threatened outbreaks of puerperal 
fever, the lying-i i service was removed to the pavilions attached to 
Charity Hospital, where I should recommend that it be kept until 
such time as sui!;able buildings shall be erected for it The death 
rate among these women for the year (3 per cent.) was not high, but 
I am convinced t'lat it might be considerably reduced by giving to 
each woman delivered a separate room until such time as they are 
able to sit up. 

The Hospital ft r Nervous Diseases is still connected with Charity 
Hospital, but there is nothing concerning it that calls for special 
mention. 

There have be< n no changes among the officers of the Hospital 
during the year. All have performed their duties efficiently and 
satisfactorily. 

In conclusion, I beg to express my thanks to the members of yonr 
Honorable Board for their numerous courtesies during my adminis- 
tration, and to wish for the Hospital continued prosperity. 

Respectfully yours, 

C. R. ESTABROOK, M. D., 

Chief of Staft 



TABLE 1. 

General t'tatement^ Chaiity Hospital, B, /., 1880. 





White. 


Colored. 


• 

1 


1 

302 
2470 




1880. 


522 
3333 


Female. 


• 


Female. 


1 


Remaining D«c. 31, 1879 
Admitted. 


336 
2793 


8 
21 


1 
31 


867. 
6178 


566 
3708 




Total 


;'8&> 


U29 


29 


32 


7U45 


2772 








4273 


Discharged 


3130 
202 


2658 
169 


24 
3 


29 
I 


5767 
375 


2254 
140 


3503 
235 


Died 


Total. 


3338 


2737 


£7 


30 


6132 


2394 


3738 


Remaining Dec. 31, 1880 


517 


392 


2 


2 


913 


378 ; 


535 
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TABLE 2. 
General StatemetU — HoapUdl for Nervous Disease^, 1880. 



1880. 



Remaining Doc. 31st, 1879 
Admitted 

Total 

Discharged 

Died 

Total. » 

Remaining Dec. 31st, 1880 



White. 



0? 



46 
30 



76 



35 
2 



37 



39 



"3 

E 



35 
36 

71 



35 
2 



37 



34 



Colored. 



9 

"3 



a 



1 


55 
42 


Foreign. i 

1 


82 


40 


66 


32 


34 


148 


74 


74 


; ™ 


34 


36 


4 

1 


1 


3 


' '* 


35 


39 


74 

1 


39 


35 



TABToE 3. 

General Statement — Mateimity Hospital, 1880. 



1880. 



Remaining Dec Slat, 1879. 
Admitted 

Total 

IMBctuirged 

Died 

Total 

Remaining Dec Slat, 1880 



Births 



s 
o 



ra 



^^* 

a 



35 


6 


6 


232 


74 


V5 


267 


80 

78 


SI 


259 


77 


8 


2 


4 


267 


80 


81 






c 
Eh 



47 
381 
428 
414 

14 



PC 



c 



85 



12 



247 I 134 



428 



282 
274 

8 



282 



146 

140 

6 



146 
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TABLE 4. 

Xati.vifu*H of Pa/ienfft tuhnUUul tn (J/uirify ffo^tpifnl flun'ng th*. year 188(). 



Ckiuntry. 



Male. Female. Total. 



Ck>unur7. 



Uiilte<l States... 

Ireland 

Germany 

England 

Scotland 

Italy 

Canada 

Franco 

Switzerland — 

Sweden 

Walea 

Nova Scotia 

Poland 

Norway 

Denmark 

China 

New Brunswick 

Bavaria 

South America. . 
Greece 



1331 

122G 

380 

145 

62 

66 

25 

26 

10 

13 



Carried forward . 



o 

11 
10 

9 j 

6 

8 

5 

1 

2 '■ 

3 



1139 


2470 


1193 


2419 


273 


C53 


112 


257 


34 


86 


3 


58 


80 


55 


7 


32 


•1 


18 


2 


15 


R 


13 


3 


14 


3 


13 


• • ■ * 


9 


2 


8 


• • • • 


8 


2 


7 


3 


4 


1 


3 



3 



Brought forward . 
• Isle of Man , 

Russia 

Belgium , 

Holland 

Malta 

Austria 

Bermuda 

Azores 

, Hungary 

' Spain , 

Portugal 

Venezuela ,...., 

Bohemia 

Gibraltar 

, Mexico 

'Finland 

I St. Domingo 

; Cuba.. , 



3227 i 2517 



6146 



Total 



Male. 


Female. 


3327 


2617 


2 


1 


8 


• • • • 


4 


• • • • 


1 


1 


2 


• • • • 


2 


• • • • 


2 


• • • • 


2 


• « • • 


• • • . 


2 


1 


1 


2 


• • • • 


1 


• • • • 


• ■ • • 


1 


• • • • 


1 


1 


• • • • 


1 


• ■ • • 


1 


• • • • 


1 


• • • • 


' 3354 

r 


2824 



6145 
3 
8 
4 
2 
2 
2 
2 
2 
2 
2 
2 
1 
1 
1 
1 
1 
1 
1 



6178 



TABLE 5. 

NaJlvUwH of J'afifmfH odmittM to Hospital for Nervoim Diseases in 1880. 



Country. 

United States 

Ireland 

(ierniany 

England" 

Scotland , 

Spain , 

AuHtria 





Male. 


Female. 

U 
14 

4 

3 

• • 

• • 

• • 


. Total. 




15 
5 
6 
2 
1 
1 
1 


29 




19 
10 




5 




I 




1 




1 








31 


35 


66 



TABLE 6. 

Nativities of Mothers admitted to Maternity Hospital during 1880. 



Country. 



United States 

Ireland 

Germany 

England 

Scotland 

Canada 

Carried forward 



Female. 



92 
105 

17 
6 
3 
3 



226 



Country. 



Female. 



Brought forward ! 226 

France ". j 1 

Nova Scotia ! 1 

Poland 

St. Johns, N. B 

Holland ."..". 



Total 



2 
1 
1 



232 
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TABLE 7. 

Diseases Causing Death in Hospital for Nervous Diseases. 



Multiple cerebral spinal sclerosis, epilepsy. 

Myelites, cerebral apoplexia, asthenia 

Phthisis, asthenia 

Sclerosis spinal cord, tuberculosis 



1 
1 
1 
1 



Total 4 

Diseases GauMng Death of Mothers in Maternity Hospital, 

Puerperal Peritonitis, asthenia 1 

" septicaemia 3 

Metritis, pelvic cellulitis, peritonitis I 

" septicaemia, asthenia * 1 

Septicaemia, asthenia 1 

Septic metroperitonitis, asthenia 1 



ii 



Total, 



8 



Civil Condition of Mothers Admitted to Maternity Hospital. 



Single • 112 

Marrried 106 

Widowed 15 



Total, 



232 



TABLE 8. 

Nativities of Patients tvho Died in Charity Hospital during the year 1880. 



United States 139 

Ireland 163 



Germany... 
England . . . 
Scotland . . . 

France 

Switzerland, 

Sweden 

Italy 



35 
14 
5 
3 
2 
3 
2 



Forward 366 



Brought forward. 

China 

Canada 

Aspinwall 

Gibraltar 

Austria 

Denmark 

Belgium 



366 
2 
2 



Total. 



376 



Nativities of Patients who Died in Hospital for Nervous Diseases. 

United States 1 

Ir^nd 2 

Austria 1 

Total 4 

Nativities of Adult PatierUs who Died in Maternity Hospital during 1880. 

United States 3 

Irelaiid 3 

Bn^and 1 

PoEuid 1 



Total. 



8 
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TABLE ». 

AMriui if Duvimei^ ratutiiuj Dftath in (JhaTily H(m^oI duruuj 1880. 



II 



Addison's dlseaHe, asthenia 

Atheromatous degen. of arteries, gangrene, 

septicemia 

Amyloid degen., enterlo ulooratlons, dysen- 
tery 

Aortlo regurgitation, asthenia 

*• ** paralysis of heart 

'* " Brlght's disease, cBde* 

ma of lungs 

Amputation, soptlctcmla 

AtefectaslH, apnoea 

Abortion, metritis i)eriu>ultls 

Albuminuria, ohronlo 

Alcoholism, nephritis, pulm. (lulema 

" pneumonia duplex, pleurltls. . . 

*' albuminuria, uraemia 

*' Brlght's dlnooso 

Abscess axlllni, erysliM^las, pneumonia 

Breech birth, pressure on cord, asphyxia. . . 
Brlght's disease, hypertrophy heart, olrr- 

lioHlH liver, syncope. . . . 
" pu Imonary congestion. . . . 

" acute pneumonia 

" uramla 

" chronic meningitis, cBdo- 

ma of lungs 

" general anasarca, apna>a. 

" alcoholism, syphilis 

•• cardiac hypertrophy, 

pneumonia 

" acute puerperal eclamp-. 

sla, syncope 

*' pericarditis, uremia 

" fatty heart, dysentery.... 

pleurisy, synooiie 

" syphilis 

" cardiac hyi)ertn>iihy, pul. 

aulema 

•* carrllac hyportrophy, an- 

asarca, apncea 

" cardiac hypertrophy, 

uremia 

'* cardiac hyiiertrophy, 

valvular disease 

" chronic peritonitis 

" uremia 

'* " coma 

" asthenia 

" pulm.codema. 

" erysipelas 

GDdema and congestion of 

lungs 

phthisis, OKloma of lungs 

syphilis 

'* (vdcma of lungs, uraemia, 

J runohltls, chronic, emphysema 

t aroinoma uteri, asthenia 

•' •• bedsores 

" " cellulitis, pyemia 

" hepatis, pneumonia, i>erltonltis, 

" stomach and liver, pulm. a>doma 

" Brlght's disease, emphysema.... 

" scirrhus, pneumonia 

*' groins, phttilsls 

" mouth and larynx 

•• rectum 

< hronlc.lutestlnal catarrh, carious jarthrltls 
'endocarditis, diarrhoea, syncope. ... j^ 

cystitis, senectus 

< oronor 's oases 

( Irrhosis liver, asthenia 



Forward 78 



•• 



•I 



•I 



Brought forward 78 

Cirrhosis, cardiac hypertrophy 

Oerebral hemorrhage, apncsa 

Cerebral congestion, asthenia 

" meningitis, cancer stomach and 

GBSophagus, pulm, csdema 

oompresslou, hemorrhage, ooma.. 

" softening, pneumonia 

asthenia 

Cancer of tongue and floor of mouth, ne- 
phritis, pneumonia 

" stomach, syncope 

mamme, aortlo degeneration. . . . 

" ** oBdemalungs 

Coll ulltls, cedema glottldls 

Cardiac hypertrophy and dilatation, renal 

congestion 

Cardiac hyiiertrophy, cerebral hyperemia, 

synooi)e 

Cardiac, failure, emphysema 

Dilatation of heart, mitral regutf . pulm. 

axlema 

DlarrhoMt, asthenia 

" (senile) Inanition 

^ dironlc phthisis, bed flores, uph- 
ills 

Dysentery, asthenia 

Exhaustion, Inanition 

Exopthalmlc goitre, Brlght's disease. 

Erysljielas, fat^e, cancer of orbit. 

" eye (traumatic) 

" face, paoymeninglUs, osdema, 

glottldls, asphyxia 

face, Brlght's disease, odema 

of lungs 

gangrene, pulm. oonffettlon .... 
foot, diarrhoea, as- 
thenia 

" traumatic, asthenia 

" amputation, septicemia 

" Idiopathic pneumonia 

" phlegmonous asthenia 

' ' Boptloemla, exhaustion 

" gangrene, exhaustion 

traumatic gangrene, exhaustion 

" alcoholism, gangrene 

mitral insuff., cardiac, syncope. 

Emphysema, pneumonia, perloardltis 

" pericarditis, wight's disease. . 

" chnmic 

bronchitis, paraplei^, mitral 

insuff.. 

Epithelioma, face, asmenia 

•* cervical region 

Enlarged ]>roetate chronic oystilis, seneotus 
ITatty degen. heart, cirrhosis kidneys,OBdema 

lungs, syncope 

Fatty degeu. heart, congestion lungs 

Forceps delivery, oerebral compression 

Gangrene, lungs, asphyxia 

" of feet, astlionla 

Oastro.intestlnal hemorrhage 

Uydronephalus 

Hydrothorax, <«rdlao dilatation and taUure 

Ueml]>legia, Ischial abscess 

•* bod sores. . . . .* 

" gangrene of feet 

Hypertrophy prcwtate, chronic cystitis 

inanition, diarrha>a 

Labor, septic peritonitis, septicemia, as- 
thenia 1 

Forward lAi 
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TABLE 9.— Continued. 



•I 

(4 



Brought forward 

VyoUtto, phlegmonous erysipelas, iisoas 
sbcess, necrosis, feet and pelvis, 
spinalis, Brlghi's disease, bod sores 
traumatic, spinal epilepsy, bod 

sores ; 

Meningeal HsBmorrhage, peritonitis, con- 
vulsions 

" Hemorrhage, asphyxia 

Meningitis, acute miliary tuberculosis 

" chronic, cerebral hypersemla 

Multiple cerebral haemorrhage. Inanition. .. 

Malaria, emphysema colitis 

Mitral and aortic valv. lesions, cardiac fail- 
ure 

Nephritis, acute cancer bladder, unemla.. . . 

" chronic, oedema pulm 

" " uraemia 

Necroeis Ilium, phthisis 

Pyelo-nephritls, uraemia 

'* cystitis, pelvic abcess, syn- 
cope 

Phthisis, asthenia 

alcoholism, <llarrhGea 

aptioea 

diarrhoea 

pneumonia 

'* oedemalungs 

*• asthenia 

carcinoma liver 

fatty degeneration, cystitis 



141 



98 



«« 
i« 
It 
(« 
«« 
if 
f« 
•« 
II 
II 
i« 
ti 
If 
•I 
<i 
•I 
<• 



II 



Brlght's disease, apnoea 

oedema, lungs 

laryngitis syphilis 

laryngsltl 

capillary bronchitis, apnoea 

Ulcer, leg, asfhenla 

syphilis, asthenia 

haemopl^sls, sjmoope 

acute nephritis, asthema 

syphilis, Metritis, peritonitis 

entero-colitis, asthenia 

pneumonia 

chronic dysentery 

bronchitis 

nephritis, syncope 

Uurngeal, asthenia 

ulceration intestines, diarrhoea — 

gressure on aorta and trachlae 
eart failure 

Cardiac and mitral regurgitation.. 
Pleurisy chronic, heart disease, softening 

brain 

?ii«Tiinonla, oedema, lungs, asphyxia 

'« pleurisy, fatty heart 

•* ** pulm. haemorrhage. 

** '* asthenia 

" croupous, asphyxia 

** " alcoholism 

• " catairhal, asthenia 

Forward 



II 
II 
■I 
II 

««, 

II 

II 

II 

II 

II 

II 



II 

<i 



<i 
II 
•< 



i< 
II 



2 
2 
2 
1 
1 
1 
] 
1 
1 
1 

1 
1 
1 
1 
1 
2 
2 
1 



Brought forward 320 

Pneumonia, heart failure 

" phthisis, diarrhoea 

'• dysentery 

Brlght's disease 

hcL'moptysls, Hhock 

Pneumopyothorax, phthisis, upnoea 

Pulmonary oedema, apnoea 

Pyaemla.comiKl. fracture, tlbulai} and fibular. 
Paralysis (general), cerebral hoL'morrhage.. 

Peritonitis, cellullils, soptlcH'mla 

" i)Uori)erul, pelvic cellulitis, sep- 

tlcu'mia 

•• jielvlc, puor])oral septlcoimla 

Premature birth, atelectasis 

•• " syphilis, asphyxia 

Puerperal meningitis eclampsia, nephritis, 

syncope 

peritonitis, septlcLemia 

Mania, asthema 

metroperitonitis, septicobmla, 

shock 

septicaemia, peritonitis, uncmla 

" metroperitonitis 

" *• heart failure 

Puerperal septicaemia, mammary abscess, 

cellutlllB 

" asthenia 

cclampHla, a8i)hyxia 

Rheumatlsmus, senectus, asthenia 

Syphilis congenital. Asthenia 

pemphigus, pulm, oodema 

infantile, inanition 

tertiary, (catarrhal pneumonia 

oxtiri>ation inguinal glands, slough- 
ing 

phthisis, nephritis, enteritis 

paralysis cerebral hemorrhage, 

coma 

Ijerlostitis cranium, necrosis, hemi- 
plegia 

Brlght's (1 isoase, emphysema 

necrosis, crysl|)ela8 

hereditary asthenia 

" enteritis, marasmus 

congestion lungs 

suppurative otitis 

Stricture urethral, cystitis, vesical calculus, 

pyelitus, Hyncopo 

ascending colon, asthenia 

oesophagus I ihthisis 

Sub acute meningitis, pressure on brain 

Senectus, asthenia 

Septicaemia, peritonitis 

Tuberculosis, jmeumonla, asthenia 

'• pleurisy 

Tubercular meningitis, enteritis, syncope.. 
Umbilical phlebitis, neciosls vortibra.', pya- 
emia 

Ulceration Legs, asthenia 



II 

<< 

4i 
<« 



<l 
<< 
l( 

<< 
<l 
«< 



(( 
l< 



320 I 



Total 375 
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HOM(EOPATHIC HOSPITAL, W. I. 



January 1, 1881. 
Hon. Townsend Cox, 

President Department of 

Public Charities and Correction. 

Sm — I have the honor to transmit, for your consideration, the 
sixth Annual Eeport of the Homoeopathic Hospital. 

I was appointed by your Honorable Board to the oflSce of Chief 
of Staff upon the first day of April, 1880. Dr. Webb, my predeces- 
sor, resigned his position during the latter part of the preceding 
month. 

The statistics relating to the hospital work from January 1, 1880, 
to the date of my assuming the charge of the hospital, are taken 
from the records of Dr. Webb. 

The table given below briefly recapitulates the number of patients 
treated, and discharged cured, improved or unimproved, together 
with the number of deaths in the Homoeopathic Hospital during the 
year ending December 31, 1880. 

From this table we exclude the record of our insane patients, a 
separate table being assigned them in the appendix. 

Number in the hospiital upon December 31, 1879 3f*0 

" admitted during the year 3,861 

** treated " ** 4,231 

'• discharged, cured 1,734 

" " improved 1,728 

'• ** unimproved Ill 

died 221 

Death rate on number treated 5.22 per cent. 

You are respectfully referred to the appendix for statistics in full. 

No disease in epidemic form has visited the hospital, and no 
adbidents endangering life have occurred. 

At times, especially during the winter, the institution has had 
more inmates than it could properly accommodate, but everything 
was done to render all patients comfortable, and no complaints were 
made on account of over-crowding. 
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LECTURES TO NURSES. 

The course of lectures to the nurses has been continued as usual. 

The instruction imparted was of a practical nature, and was 
thoroughly appreciated by the listeners. 

The following is a hst of some of the topics discussed during the 
course: 

The Qualifications of a Nurse. 

The Care of Infanta 

Emergencies and How to Treat Them. 

Nursing in Fevers ^ and 

The Duties of the Nurse in Cases of Labor. 

CHANGES AND IMPROVEMENTS. 

. Firftt. — ^It is unfortunately a matter of record that several accidents 
have occurred to patients suffering with erysipelas, who during some 
moments when their nurses were engaged in caring for others, have 
leaped from a window in the second or third story to the ground, 
thus receiving fatal injuries. To prevent a repetition of such 
deplorable accidents, iron guards, similar to those used in insane 
asylums, have been placed outside the windows of the erysipelas 
wards. 

Second, — ^Again, in the history of these preventable suicides, we 
find one case of delirium tremems. To avoid the possibility of such 
results being repeated, a ward upon the first fioor, the windows of 
which open into a court yard, has been set apart for all cases which, 
upon entrance, are found to be still under the infiuence or suffering 
from the effects of the excessive use of alcoholic stimulants. 

Third. — Great annoyance has been caused by the deficient facilities 
for bathing newly arrived male patients. This was most deeply felt 
during the winter months, when the patients sent up in the after- 
noon did not reach the hospital until about dark. To obviate the 
difficulty a large room in the basement has been fitted uj) with three 
tabs ; and these are supplied with hot and cold water and other ap- 
pliances for bathing purposes. This bath room takes the place of 
one that contained but a single tub. In the old room but one patient 
at a time could undress, bathe, and dress again, and the work of 
cleansing was thus greatly delayed. In the new room, it goes on 
with ease and rapidity. 
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Fourth, — The question of ventilation in the building under my 
charge has been a greatly vexed one ; and all manner of expedients 
have been advised for its improvement. We now state with pleasure 
that during the past year openings have been cut through certain 
partitions, thus allowing the free access of fresh air, and with very 
marked benefit. Not only is more air admitted, but gentle drafts are 
induced, and the foul, vitiated atmosphere of the wards is thus 
speedily and steadily replaced by that which is invigorating and 
health-restoring rather than deleterious in its nature. 

Fifth — Early in the month of July a fire brigade was organized, 
composed of all the employes in and about the building. Each em- 
ploye is sui^plied Avith written directions as to his duty. The brigade 
is called out at irregular intervals for drill purposes ; and prompt, 
systematic action in a moment of actual danger is thus insured. 

EECOMMENDATIONS. 

First, — A pavilion should be erected in the rear of the hospital, 
near the boiler house, for the accommodation of the Work-house 
help and for the necessary trade shops. At present our Work-house 
help sleep in the basement, thus occupying that part of the hospital 
which should be devoted entirely to ventilation. The carpenter, 
tailor, paint, and other shops are also situated in the cellar. These, 
when in use, are not only manufactories of impure air, which is in- 
evitably distributed to the wards, but they are also sources of dan- 
ger on account of their extreme liability to be set on fire. Therefore, 
to relieve the basement of all such incumbrances, to insure fresh air 
throughout the buildiug from cellar to attic, to remove the prime 
sources of danger from fire, and to promote the general well being 
of the establishment, there should be constructed, at an early date, 
such a building as we have suggested. It will not only be a conve- 
nience but a practical economy. And above all, the healthfulness of 
the institution will be greatly increased by the adoption of the meas- 
ure proposed. 

Second. — New floors are urgently needed in some of our wards. In 
our annual report for 1879, the attention of your Honorable Board 
was directed to the condition of the floors in Wa;*d B. One more 
year of wear and tear puts these floors in a still worse and more un- 
sightly state. In addition to those in Ward B, the floors in Wards 
C, G, and I need replacing. 
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Third. — For the past five years each annual report of this institu- 
tion has contained a clause recommending that another tank be 
placed in this building to hold water. I deem it a part of my duty 
to again refer to this much recommended improvement. At present 
we have but one tank for water, the capacity of which is exceedingly 
limited {8,000 gallcms). It requires over three hours' steady pump- 
ing to fill this tank, and in case of Are the pumps would be unable to 
force water into it as rapidly as it would be withdrawn. I therefore 
respectfully suggest that the practicability and necessity for a new 
tank be investigated by your Honorable Board. 



INSANE DEPAETMENT. 
During the year 171 cases were cared for in this departmeut. 
Most of those are patients suffering from Dementia and Chronic 
Mania. A few are afflicted with Chronic Melancholia. All these 
patients have been insane over five years, and a large number from 
fifteen to twenty years, or more, it is e\-ident that medication, applied 
with a view to their mental recovery, would probably be useless ; 
consequently, when remedies have been administered, they have been 
given mainly for jjhysical ailments. There has been but Uttle sick- 
ness among our insane, and but three deaths. The death-rate, there- 
fore, was only 1.76 per cent. 

INEBRIATE DEPARTMENT. 

Absolutely no chsmge has occurred in the moribund state of this 
branch of the institution. At the beginning of the year we had two 
patients, and at its close our census gives the record of the same 
two. Everything is done to make these gettlemen comfortable. 

RELIGIOUS SERVICES. 
These have been regularly and faithfully conducted throughout 
the entire year by the Rev. Fathers Duranquet and Galinas, of the 
Boman Catholic Church; and the Rev. Messrs. Willett and Willing, 
of the Protestant faith. To these gentlemen we owe a lasting debt 
of gratitude ; for bj' their patience, fidelity and tact they have not 
only brought comfort and hope to the hearts of the sick, but have 
aided, by their earnest words and deeds, in stimulating and main- 
taining a spirit of cheerfulness and obedience to necessary rules 
throughout the institution. In no place on earth are the sweet con- 
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solations of religion more eagerly accepted than within the walls of 
a hospital, and the inmates of no hospital have ever been more ten- 
derly ministered to than have ours by the faithful men whose names 
we have already mentioned. 

ACKNOWLEDGMENTS. 

To your Honorable Board I am personally indebted for many acts 
of kindness, and for many words of profitable direction and encour- 
agement. I am also pleased to state that the best interests of the 
hospital have been conserved by your efforts, and I therefore tender 
most grateful thanks for the friendly spirit you have steadily mani- 
fested toward us. 

The Medical Board has been, as heretofore, earnest, faithful, 
energetic ; and to its members we are indebted for kindly counsel 
and wise suggestions as to the care and management of the helpless 
sick committed to our charge. 

The House Stafi" has ably seconded my efforts and those of the 

Medical Board, in securing for this hospital a high place among the 

grand sisterhood of charitable institutions. Each man has done his 

duty with fidelity and without a murmur ; and has developed decided 

fitness for whatever branch of work he has been assigned to. The 

Steward, Mr. Thomas E. Sutton ; the Engineer, Mr. F. J. Skiffington, 

and the Clerk, Mr. William H. Lefferts, have each performed their 

respective duties with marked skill, and to my great satisfaction. To 

the mass of our workers, who deserve to be mentioned, but whose 

names are omitted from lack of space, I desire to express my 

obligations for their willing compliance with every rule, and for the 

interest they have always manifested in their delicate and often 

trving duties. 

•CONCLUSION. 

The growing records of the last six years prove more and more 

conclusively the eflScacy of the benign methods which are rigidly 

practiced in the treatment of the sick at this hospital. The results, 

thus far attained, compare favorably with those achieved by any 

similar competitor. But the days before us are full of grander 

possibilities. Toward them we set our faces with earnestness and 

hope. Belying ever upon the guidance of the Great Euler, and 

imploring His protection and aid, we lay our hands upon the tiller 

of duty with courage for the present and faith for the future. 

Very respectfully, 

ALONZO P. WLLLLLMSON, 

Chief of StafL 



« 
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LIST OF TABLES ACCOMPANYING SIXTH ANNUAL REPORT. 

Table 1. — General Statement. 

** 2. — ^Monthly Admissions, Discharges, ^'c 

" 3. — Nativities of Patienta 

" 4. — Diseases Treated. 

" 5. — Condition of Patients Discharged. 

" 6. — Diseases Causing Death. 

7.— Dietary Table. 

8. — Yearly Per-Capita. 

INSANE DEPARTMENT. 

" 9. — General Statement. 

" 10. — ^Diseases Causing Death. 

INEBRIATE ASYLUM. 

" 11, — General Statement. 
" 12.— Yearly Per-Capita. 

WORE-HOUSE HELP. 

" 13. — General Statement. 

WORK-HOUSE PATIENTS. 

" 14. — General Statement. 



TABLE 1. 

General Statement, 1880. 



Patients. j Mules. Feinalps. Total. , Native. ' Foreign 



I 



Remaining January 1, 1880 285 i 95 j! 380 ; 181 , 249 

Births 4 I 4 :: 8 i" 8 ' .... 



AdmiBdons ! 2785 i 1058 , 3843 | 950 ' 2893 



Total ■ 3074 : 1157 ' 4231 I 1089 3142 

: I- . 



i 



DlflChargeS \ 2590 983 3573 ! 909 2G64 

Deaths ! KJO i <il 221 I 57 , 1C4 

Total 2750 1044 3794 9(50 " 2828 

Remaining January 1, 18S1 324 ; 113 | 437 .. 123 j 314 



nn-a^^t^H^i^Hi^Hi^B^^BREm 



Whole nnmber treated 4231 

Deaths 221 

Bate per cent of deaths 5.22 
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TABLE 2. 
Admissions, Births, Discharges and Deaths, 1880. 





Admissio 


«. 




BlBTH 




DiflCHAROES. 


Dhatrs, 


Patients. 


1 

S 

2DI 
231 
245 
247 
228 
246 
2H9 
217 
205 
IB!) 
Z2J 
2'<2 

27M5 


1 

K2 
74 

87 
119 
121 

107 
10!) 
74 
77 
54 

liloH 


283 
305 

i» 

317 
367 
377 
321 
314 
243 
302 
336 

3«43 


i 

2 


1 
1 


1 


1 


1 


1 


1 


1 
1 

S 

5 

7 
6 
9 
5 
5 

^ 

2 

2 
il 


1 


, 




1 

4 
i 

1 


178 
205 
2ii4 
25U 
229 
22(i 
2H5 
230 
l(f9 
1+7 
163 
244 

2590 


68 
G4 
7* 
79 
109 
102 
85 
116 
92 

7a 

71 

47 

983 


246 
209 

329 

328 
330 
346 
281 
223 
234 
291 

1573 


19 

12 

21 
16 
12 
12 
15 
11 
16 
6 

13 

160 


21 






Mareh?.::::::;:: 








June 

Julj 






17 

ao 

16 


September 


21 
1.1 


Moi-erabet 


7 
15 




4 








E) 


221 











TABLE 3.. 
Nativities of Pattents, 1880. 



'Countries. 


Malea. 


Females. 


COUSTWES. 


Uales. 


Females. 


United States 


749 

1290 

117 

(iO 

'II 

10 
5 


209 
690 
46 
29 
52 
4 
2 
15 

"*3 


Brought forward.. 


2674 
4 
24 
2 
3 
1 
5 
42 
34 

2789 


1D50 


England 






















Sweden 


Cbina 






Other Countries 

Total 




Walee 


1062 


Carried forward... 


2674 


1050 



Native — Hales , . 
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TABLE 4. 

JSnumeration of Diseases treated during the year 1880. 



MEDICAL DEPARTMENT. 



AloohoUsnuu 

Aneurism of abdominal aorta. . 

Angtn* pectoris. 

Aortlo etmltral insufficiency. . . 
Apoplexla, hcBmorrhagica 

*' serosa 

'* spinala 

Arthritis, deformans 

" rheumatoid 

** scrof ulosa 

Asthenia, senilis 

Asthma, spasmodlca 

Bronchitis, capillaris 

" chronica 

" suh-acuta 

Oardnoma, ventrioull 

Oardiao dilatation 

Cephalalgia 

Oerehral softening 

Colitis, acuta 

** chr'>nica 

Constipation. 

Cystitis, catarrhalls 

Delirium tremens 

Dyspepsia 

Emphysema, vesicular 

Endocarditis 

Enteritis 

catarrhalls acuta. . . . 
" chronica. 

Entero-oolltis 

Enoreels 

Epilepsia, gmvlor 

FSrer, Intermittent 

" typhoid i 

Gastzalgla 

Gastric ulcer 

Gastritis, catarrhalls chronica. 

** sub acuta . . 

Gastro.duodenltls 

Helminthiasis 

Hemiplegia 

Hepailc congestion 

Hepatitis, acuta 

chronica , 



« 






<• 



fatty •. 

Interstitlalis chronica 

Hypochondriasis. 

Inanition 

Insolation 

liCtfyngltls, chronica 

*' stridulus 

Ijumhago 

MUlngering 

Mitral Insufficiency 

" et aortic stenosis et insufficiency. 

Morbus brlghtu 

Morphia hiUslt 



Morphia 
Myalgia. 



MyeUtis. 

Haso-pharyngltls, catarrhalls 

Nephritis, acuta 

*' Intersttt^ls chronica. 

" parenchymatosa chronica. 

Nervous piUpitation 

Neuralgia, fiBolalis 

Intercostalls 

Onanism • 



185 
1 
1 

18 
6 
3 
1 
1 

21 
1 

29 

12 
6 

98 

158 

1 

1 

13 
3 
2 
2 
4 
1 
3 
4 

14 
3 
2 

40 
9 
1 
7 

24 

154 

2 

2 

3 

65 

10 
1 
4 

44 
1 
2 
5 
2 
3 
6 
3 
7 
3 
2 

26 
4 

16 

10 

54 
3 
2 
1 
9 
3 
3 

81 
1 
9 
3 
1 



OMcried forward 1171 



Brought forward 1171 

Pachymeningitis 2 

Paralysis, agitans 1 

" of extensors 2 

** peripheral 2 

Paraplegia 4 

Paresis, general 3 

Peritonitis, simplex 2 

Pharyngitis 2 

Phthisis, laryngea 2 

'* pulmonalls catarrhalls 451 

•• " fibrosa 9 

" •* tuberculosa et acuta. 7 

Pleurltis, acuta 13 

•* chronica 19 

Pleurodynia 15 

Pneumonitis, catarrhalls acuta 12 

*• crouposa acuta 9 

Progressive muscular atrophy 1 

Purulent infiltration of lung 1 

Rheumatism us, acuta 51 

" chronica 496 

•* musculara 43 

•• syphilitica 66 

Sciatica i4 

Bclerosls, posterior, spinal 14 

Spermatorrhcea 4 

Spinal irritation 1 

Tonsillitis, acuta 3 

Toxaemia arsenlcalis chronica 1 

Toxaemia plumbls chronica 7 

Vertigo 6 

Total 2432 

SURGICAL DEPARTMENT. 

Abscess, alveolar 3 

Abscefls of arm 3 

" axilla 6 

" back 1 

'* chest 1 

" elbow 1 

" face 6 

foot 6 

hip 2 

" knee 2 

" leg 2 

'• neck 7 

" palm 11 

" pectoral 1 

*' psoas et gluteal 1 

" scrotum 1 

thigh 6 

•• toe 3 

Amputated finger 1 

Anchylosis of hip Joint 2 

" of wrlBt 2 

Bunion 1 

Burns 40 

Calculus, urinary 1 

Carles of ist phalanx of great toe 2 

" 2d phalanx of finger 2 

•• patella 1 

** superior maxillary ,. 1 

** sternum 1 

** et necrosis of femur et acetabulum 1 

Cellulitis of arm 2 

" face 1 

" hand 5 

Carried forward..,* 128 
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TABLE 4:—Co7}tinued. 



Carried forward 123 

CellulltiHOf loK 22 

•' neck 1 

OmtuAlon of stump 1 

CyBtltla 18 

DiHlocatlon of humeruH, reduced 3 

thumb 1 

Eczema, simplex 26 

'• rubrum 3 

Enlarged prostate gland 2 

Epithelioma oi face a 

*' inferior maxillary 2 

Erythema 4 

Ferunculosus 2 

Fistula in ano 11 

Fracture of ankle 1 

clavicle 3 

" femur, extra caiMsular 4 

•' '• intracapsular 6 

middle 3rd 2 

" nbula 2 

•• patella 1 

•' radius 6 

rll>8 3 

" scapula 5 

tibia 13 

•• ulna 3 

Goitre 1 

Hcomorrholds 9 

Hernia, femoral 3 

" inguinal 8 

*' scrotal 1 

Ingrowing toe-nail 1 

Intertrigo 2 

Malformation of froonum linftuad 1 

Morbus coxarlus 1 

MecrosiB of calcls 1 

•* crest of ilium I 

** femur 3 

" occipital bone 1 

" terminal phalanx of finger. . . 1 

tibia 1 

Neuromata 2 

Paronychia 6 

Podicull airporus 6 

Pernio i>edis et manus 6 

Potts' disease 6 

Prolapsus recti 1 

Psorlfisls 5 

Bcabies 2 

Sclrrhus mamniorum 4 

" of rectum 1 

BcorbutuH 1 

Bunko bite 1 

Bpralu of ankle 3tt 

•* back 10 

chest 1 

•• hand 2 

hip H 

" knee 6 

" shoulder 5 

Steatonia 1 

Stricture of (nsophagus 2 

** rectum 3 

Bycosis 2 

By novltls, chronica 20 

'• sub acuta 2 

Tumor of nock, cystic 1 

Ulcer of ankle 6 

•• back 1 

•• breast 2 

" foot 35 

" hand 8 

Oarried fOrwATd iSi 



Brought forward 491 

44 

30 

. :«3 

18 

89 

1 

1 

8 

8 



Ulcer Of leg, indolent. 
•• irritable.. 

•• •• si>eciflc... 

" *• traumatic 

" " varicose. . 

" nose 

" stomach 

*• stump ... 

Varicose veins of leg. . . 

Wounds, ctmtused 191 

•• incised . 29 

•' lacerated . .• 7ii 



Total. 



1363 



ERYSIPELAS DEPABTMENT. 

Erysii)elas of arm, idiopathla 

*• " traumatic 

Erysipelas facialis, idiopathicum 

" " traumaticum 

" foot, idiopathic 

" " traumatic 

" hand, traumatic 

" head, idiopathic 

** •* traumatic 

** leg, idiopathic 

** '• traumatic 

Erysipelas of scrotum, traumatic 



Total 

QYNCECOLOaiCAL DEPABTMENT. 



Amenorrhcea 

Anteyersion of uterus 

Carcinoma uteri 

Dysmenorrhcsa ; 

Eudocervlcltis 

Endometritis 

" et vaginitis 

Fibroid of uterus 

Fistula, recto vaginal 

Hysteria 

Laceration of cervix 

Lateroverslon of uterus 

Leucorrhcoa 

Menorrhagia 

Metritis, interstitlalis chronica. 

Metrorrhagia 

Ovaritis 

Post partum state 

Pregnancy 

Prolapsus uteri 

Ketrofiexlon of uterus 

Vaginitis 



Total. 



23 
4tf 
4 
2 
4 
2 
4 
9 
13 
1 

111 



2 
3 
11 
3 
5 
1 
2 

• 

2 
7 
1 
1 
4 
1 
1 
» 
1 
1 
12 
8 
3 
3 

71 



VENEREAL DEPABTMENT. 

Bubo 23 

Chancroid 81 

Condylomata 5 

Gleet 9 

Gonorrhcoa 16 

8 

1 

8 

3 

14 



Orchitis 

Ozruna, syphilitica 

Periostitis, syphilitica. 

Uupia, syphilitica 

Stricture of urethra . 



Syphilis, secondary 45 

Carried forward UX 
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TABLE 4:^GonHnued, 



Broaght forward 161 

Sfphllis, tertiary. 12 

Urethritis, simplex 1 

Total 174 

OPHTHALMIC DEPABTMENT. 

Am blyopia 1 

Atrophia nervcD optlocB 4 

Blepharitis, cilliaris 2 

Cataraota 2 

" dura. 1 

Conjunctivitis 6 

" et pannuB 3 

'* et trochomatosa 6 

'* et trachomatosa et pannus. 8 

OomesD nebula 1 

j>etachment of retina 1 

j>i8locatlon of lens 1 

Carried forward 30 



Broaght forward 36 

Entropion 4 

'* et trichiasis et pannus 1 

Intra ocular hemorrhage 1 

Iritis, adherens 1 

*• Idiopathic 5 

•• syphilitica 4 

Keratitis, superflcialls 4 

•• syphilitica 2 

Leucoma, adherens 2 

Myopia 1 

Neuritis optlcoe 2 

Ophthalmia, catarrhal 1 

" gonorrhcoal 1 

Pannus 1 

Retinitis 1 

'• neuro 1 

Staphyloma 1 

Trachomatosa et pannus 1 

Trichiasis 2 

Ulcus cornecB 5 

Total 77 



RECAPITULATIOX. 

Medical Department. 

Surgical 
Erysipelas 
Gynxcologicai 
Venereal 
Ophthalmia * 



tt 



(« 



<« 



2,432 

1,363 

114 

71 

174 

77 



Total. 



4 231 



y 1 
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TABLE 5. 

Showing the Go)idition of Patients Discharged, 1880. 



Months. 



Cured. 



7^ 



January 80 

February I iS7 

March I 121 



April 
May. 
June. 
.1 uly. 



August 

September 
October . . . 
November 



103 

106 

121 

141 

135 

94 

79 

98 



December '■ 138 



Total 1302 




Unimproved. 
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1 




00 


, 




<v 
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cd 




IS 


S 


Tota 



7 

8 

10 

14 

5 

5 

9 

10 

6 

2 

2 

1 



3 


10 


1 


9 


2 


12 


3 


17 


5 


10 


4 


9 


I 


iO 


8 


18 


2 


8 


2 


4 


1 


3 




1 



Cured 

Improved. .. 
Unimproved 



RECAPITULATION. 



79 1 32 



1734 

1728 

111 



111 



(I 



(( 



Total 3573 

Percentage of cured 48.53 

improved 48.36 

unimproved 3.11 

TABLE 6. 

Abstrcuit of Disegfies Causing Death. 1880. 



Abscess-Psoas et Gluteal 1 

Alcoholismus 4 

Aneurism of Abdominal Aorta 1 

Apoplexia-Hajmorrhag.ca 5 

Apoplexia-Serosa 3 

Asthenia-Senilis 4 

Bronchitis-Capillaris 1 

Carcinoma Uteri 6 

** Ventriculi 1 

Caries et Necrosis of Femur et Aceta- 
bulum 1 

Cerebral Softening 1 

Cirrhosis Hepatis 1 

Coroners' cases 5 

Delirium Tremens I 

Diarrhoea 2 

Dysentery 1 

Epithelioma Faciali 1 

Erysipelas— Idiopathic 3 

** — ^Traumatic I 

Fatty Degeneration of Liver 1 

Inanition 2 

Carried forward 45 



Brought forward 45 

Insolation 1 

Mitral et Aortic Insufllciency 3 

*' et Aortic Stenosis et Insuffi- 
ciency 6 

Nephritis-Interstitlalis 1 

" Parenchymatosa 27 

Peritonitis — Simplex 2 

Phthisis Pulmonalis CatarrtiaHs Ill 

** Laryngea 1 

Pulmonalis Fibrosa 1 

*' ** Taberculosa et 

Acuta 5 

Plueritis et Nephritis Parencbymatosb 

et Acuta 1 

Pneumonitis Catarrhalis Acuta 7 

*' Croupoaa Acata 1 

Purulent Infiltration ot Lung'. '. 1 

Scirrhus Mammorum I 

Syphilis 4 

Typhoid Fever S 

Ulcers of Legs S 

Total "m 
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TABLE 9. 

General St^Uementy 1880. 



Insane. 



08 

S 
0) 



B 
o 
Eh 






Remaining January 1, 1880 ' 1 ^ 8 

Admissions 23 



U8 
23 



Total 



171 



171 



19 
21 



Discharges 
Transfers. . 
Deaths 



18 
:5 



3 



Total 



21 



21 



Remaining January 1, 1881 



150 150 



Whole number treated. . , 

Deaths 

Rate per cent, of deaths. 



71 
3 



1.75 



TABLE 10. 

Diseases Causing Death of Insane Paiients, 1880. 



Dementia 

Mania-Chronic 

Total, 



TABLE 11. 

General Statement — Inebriojte Asylum, 1880. 
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121) 

21 
150 
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Remaining January 1, 1880 
Admissions 



Total 



Discharges 
Deaths 



Total 



Remidning January 1, 1881 
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TABLE 1± 

Sialemnit shoHvuy the J>allj/ Gofit of *'wh Ininah' tor rroinsluna, in Int^hriate 
Asylum, W. /., for the year 1880, as n^ll as the total Monthly Cod of the 
same. 



January . . 
February . . 

Marcli 

April 

May 

June 

July 

August 

September. 

October 

November . 
December 



MONTHS. 



& ad 

« a 

^5 



2 
2 
2 
2 
3 
2 
2 
2 
2 
2 
2 
2 



c 
as 

> 

O 



$27 29 

25 51 

26 4U 
24 78 

24 59 
28 21 , 
23 46 

22 73 . 

23 94 i 

25 64 • 

24 39 

26 47 I 



§3 



13 
12 
13 
12 
12 
14 
11 
11 
11 
12 
12 
13 



64.5 
75.5 
2l).0 
39.0 
29.5 
10.5 
73.0 
36.5 
97.0 
82.0 
19.5 
23.5 



^ I 



go 



cS 



44.02 
43.98 
42.58 
41.30 
39.66 
47.02 
37.84 
36.66 
39 JU 
41.35 
40.65 
42.69 



.1 — 



Total 24 30341,15170.5 



Average. 



25 28 I 12 64.2 



■;; *-• CD 



13 64.5 

12 75.5 

13 20.0 
12 39.0 
12 29.5 

14 10.5 
11 73.0 

11 36.5 
1197.0 

12 82.0 

12 19.5 

13 23.5 



97.65 ; 1,51 70.5 



41.47 



12 64.21 



ao 
^ O 

z >> 

Ha 

Q 



44.02 
43.98 
42.58 
41.30 
39.06 
47.02 
37.84 
36.66 
39.9«) 
41.35 
40.65 
42.69 

97.65 

41.47 






Hw 



$27 29 

25 61 

26 40 
24 78 

24 59 
28 21 
2:^46 

22 73 

23 94 

25 64 

24 39 

26 47 

303 41 

25 28 



TABLE 13. 

General Stateiiient — Work-house Help, 1880. 



Remaining Jannary 1 , i 880 
Admissions 

Total 

Discharges 

Transfers 

Elope I ents 

Total 

Remaining January 1, IftSl 



Males, i Fein ales. Total. 



18 



A3 



2K 

r)6i 


53 
10(><> 


589 


nil) 


554 
12 




1043 
23 

• • • • 


571 


lOGO 



81 
1G27 



1597 

35 

5 



1G37 



71 



Native. Foreign. 



27 
G2« 



053 



611 

13 

i 



628 



25 



54 
1001 

1055 



986 

22 

1 



1009 



46 



52 

TABLE 14. 

General Statement — Work-house Patients, 1880. 



Remaining January 1, 1880 
Admissions 

Total 

Discharges 

Transfers 

Deaths 

Total 

Remaining January 1, 1881 



Males. 



1 
12 



13 



7 
3 
2 



12 



Females, Toti.1. 



L'3 



23 



16 
4 



21 



35 



36 



:3 
3 



33 



■' II 



Native. 


Foreign. 


• • • • 

13 


1 
22 


13 


23 


10 

1 
1 


13 
6 
2 


12 


21 


1 


2 



I 
t. 



INFANTS HOSPITAL. 



January 1, 1881. 



Hon. Townsend Cos, 

PiiiJi'- (UwrifwK and C'orrivtiim. 

Sir- — I Lave the honor to submit the follo-wiug report of this 
Institution for the year ending December 31, 1880 ; 

During that time there were admitted seven hundred and eighty 
(780) children, of whom four hundred and six (40*i) were orphans, 
and three hundred and seventj-fout (374) were accompanied with 
their mothers. There wei-e in the Hospital, January 1, 1880, one 
hundred and liftj-aeven (157) children, and iKiarding out in West- 
chester Oountv' eighty (80), making the total number cared for during 
the year ten hundred and seventeen (1017), a decrease of seventeen 
(17), from last year. There were received from the Work-house two 
hundred and five (205) children with their mothers, who were com- 
mitted there for disorderly conduct and drunkenness, for terras va- 
rjing from ten (10) days to sis (6) months. The remainder were ad- 
mitted fiom the city as destitute, by Mr. Blake, Superintendent of 
Out-door Poor. There were one hundred and eleven (111) foundlings 
reoeived duiing the year, a decrease *}f two (2) from last year. As a 
rule we select children fi-om this class to board in Westchester on the 
&rmed out system. Dr. A. M. Campbell has charge of these chil- 
dren. The accompanying table E, will show the number cared for 
during the year in this manner, at a monthly cost of twelve (12) dol- 
lar b for each child. 

The other tables will show the admissions, dischai^es, adoptions 
and deaths, during each month, also the condition of the children 
when admitted, as determined by the Examining Physician. 

The number of children adopted was twenty-seven (27), a decrease 
of nearly one-half from last year. The cause of this decrease is due 
to the class of children received. In former years, we reoeived a 
larger number of children over two years of age, and this year all of 
them were under two years of age, which reduces the number of 
children suitable for adoption to a mnch smallernnmber than we had 
last year 

With the exception of diphtheiia, we were fortunate in escaping 
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troduced into the Hospital, we were unable to determine. There 
were twelve (12) cases in all, and the severity of the disease is shown 
from the fact that seven (7) out of the twelve (12) proved fatal. The 
erection of the Quarantine building, which has been ordered by your 
Honorable Board, will, to a large extent, prevent the spreading of 
these contagious diseases, and thereby materially lessen the number 
of fatal cases. 

I would again call the attention of your Honorable Board to the 
necessity of placing Avire screens around the steam pipes in the 
wards ; several cases of burns occurred during the winter by some of 
the larger children playing around these pipes. These accidents 
could not happen if the heaters were properly protected. 

I would also call the attention of your Honorable Board to the 
condition of the exterior of the Hospital ; the roof leaks badly in 
several places, and the tin and wood work need painting badly. 
Owing to the scarcity of skilled mechanics in the Work-house, I 
have not been able to procure help enough to warrant my attempting 
to make these outside repairs. The inside of the building is in excel- 
lent condition, the ceilings and walls have all been kalsomined and 
the wood work put in thorough repair. The grounds around the 
Hospital are in good order. The low ground extending from the 
dock along the sea wall to the Engine House has been filled in and 
graded, which adds gi^eatly to the appearance of the west side of the 
Island. 

The dietary table has been carefully attended to, the provisions as 
a rule, being of an excellent quality. 

The spiritual wants of the inmates have been faithfully attended 
to by the Rev. Father Gelinas and the Rev. Marius Willett. 

There have been no phanges in the Medical Board ; the Visiting 
Physicians and Surgeons have visited the Hospital punctually on 
their regular days, and responded to all additional calls promptly. 

The nurses and other employes are deserving of much praise for 
the faithful manner in which they have discharged their duties. 

In conclusion, I desire to thank Mr. P. A. Taggart for the able 

manner in which he has performed his duties as Steward of the 

Hospital 

Very respectfully, 

J. C. HOWARD, 

Medical Siii)erinten(lent. 
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TABLE E. 

Showing thp time in [nfarUs HotfpitaJ <ff (Children vho Jh'j'd, 1880. 



TiMK IS Hospital. 



Tjes8 than 1 week 



I i 
t t 
*t 
it 
(( 

t t 

(C 

I< 

t 4 
(< 
4 i 



Grand total. 



With Mothers. 






ittmtt M. TW\.\.-t 

** 2 " 


Ik • • • • • • 


*♦ 3 '• 


" 1 month 


«« 2 




« 3 




»i 4 




" 6 




»» 6 




*' < * 




li j^ 




*' 9 




*• 10 




*. 11 




*• 1 year 


«' 2 " 


»» 3 ♦* 
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3 



Orphans. 



5^ : 



1 i 



cat** 

22 
02 
45 
34 
57 
33 
10 
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.') 
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45 
36 
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33 
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44 
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TABLE F. 

Showing fh^c Ljondfion and Cnhir CJa/faciff/ of f^ach Ward, fhr Chihir FtH (ff Air 
for exioh Bed, and tlir Nninher of /fi^aths in ca^'h Ward. 



Floor. 



First 



Second 



Third 



a< 






1 


c . 






B 

j3 




XrMBEROF Beds. 






• 


y* 








5 o 


^ . 


C3 




S"5 


Adults. 


Infants. 




j; 


a.- 

C 


s- 


oo 






<^ 


y. 




3 


21,978 


16 


20 


(.10 




9 


4 


13,508 


10 


8 


750 




9 


»i k 7 


22,792 


16 


26 


543 




19 


10 


26,308 


17 


23 


058 




46 


11 


16,182 


10 


19 


558 




40 


12 


26,308 


16 


26 


626 




20 


13 k \\ 


2rJ,93H 


16 


26 


641 




25 


17 


24,762 


16 


21 


669 




4i 


IN 


15.181 


10 


17 


562 




24 


19 


24,530 


16 


28 


512 




73 


20 , 


13.295 


8 


16 


654 




43 


21 1 


13.295 
Total \\\ 


24 
aiiihor of 


J 

dt'aths. . . 


554 














349 
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TABLE Q. 

Showing the Dinewms of those who Died, with the num!)er that Died 

(f each, during 1880. 





Children with Mothers. Ori 

• 


*HAH Children. 




Diseases. 


Wet 
Nursed. 


Bottle 
Fed. 


bb 

.5 

.... 

i 


Total 

Wet 
Nursed. 


Bottle 
Fed. 


bJD 

s 


o 

7 
2 
2 
1 
5 

• • 

1 
I 
5 
2 
56 
lo7 

• • 

2 
2 

• • 

• • 

2 

1 

3 

26 

• • 

• • 

16 

• • 
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•4 


Bronchitis 
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1 


.... 
2 

• • • • 

• • • • 

• • • • 

3 
4 

• • • • 

• • • • 

• • • • 

• • • • 

• • • • 

• • • • 
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• • • • 
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1 .... 

• • ■ • • • 

1 .... 

2 .... 
2 .... 
2 .... 

• • • • • • 
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• • ■ • • • 

8 .... 
8 2 
1 .... 

• • • • • • 

• • • • « 

1 .... 
1 ... 

• • • • • • 

• • • • • • 

4 .... 
15 

1 .... 

2 .... 
4 1 

1 .... 


7 
2 
2 
1 
5 

• • • • 

1 
1 
5 
2 
55 
155 

• • • • 

2 
2 

■ • • 
• • • 

2 

1 

3 

25 

• • • • 

• • • • 

15 

• • • • 
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Brifirht's Disease 




• • • 

• • • 

• « • 


3 


Cancrum Oris 


2 


Cerebral Congestion 


1 

1 
1 


2 


Cholera Infantum 


7 


Croup 


2 


Dentition 


3 


Diarrhoea — Chronic 

Diphtheria 

Enteritis 

Entero Colitis 


ft • • • 

2 

• • • 

5 
4 
1 


1 

7 

2 

64 


Inanition 


165 


Laryngitis 

Marasmus 


1 
2 


Meningitis — Spinal 

*' Simple 


• • • • 

1 
1 

• • • • 

• • • • 

3 

n 
1 

2 
4 

• • • • 


2 
1 


** Tubercular 

Pertussis 

Pernicious Remittent Fever — 
Phthisis 


1 
2 
1 
1 


Pneumonia 


41 


Premature Birth 


1 


Purpura Hemorrha^ca 

SvDhilis, Congenital 


2 
20 


Tuberculosis— General 


1 


Total 


41 • 


14 


3 

* 


58 3 


286 


2 
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TABLE H. 



Showing AdmuuAuiut, Dadhn, IHschat-ynn, Tmtufera and AdapHoiie tf 
Farmed-out CkHdren. 
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TABLE J. 

Admiimioiii!, Dincharge», Beturm 
Help. 



and Ehpemeniit i^ Work-house 





Adhirriohs. 


DlBCHABOEa. 


RsttJBSla. 


EUIPBMFNTK. 


^HH. 


1:1 


1 


III 
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1 
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1 


1 


1 
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n 
iS 

11 

7 
16 
20 

a.'. 
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18 


31 
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3S 
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RANDALL'S ISLAND HOSPITALS. 



Eandall's Island, January 1, 1881. 
Hon. Townsend Cox, 

President Depai'tment of 

Public Chanties and CorTection, 

Sir. — I have the honor to submit herewith the following report on 
the Bandall's Island Hospitals for the year ending December 31, 
1880. 

Under the heading of Bandall's Island Hospitals, are included the 
Children's Hospital, Adult Hospital, Idiot Asylum, Branch New 
Ifork City Asylum for Insane, and the Work-house help. 

The appended tables will show the statistics of each class of in- 
mates for the year 1880. 

CHILDBEN'S HOSPITAL. 

By referring to table A, No 1, it will be seen that on the first day 
of the year there were one hundred and eighty-two (182) children in 
the hospital ; since that date there have been admitted one hundred and 
ninety-five (195) ; making the total number three hundred and seventy- 
seven (377) ; of this total one hundred and sixty-six (166) have been 
returned to relatives or friends cured or relieved, and eighteen (18) 
have died, leaving on hand, at date, one hundred and ninety-three 
(193). The percentage of deaths is, therefore, less than five (5) per 
one hundred (100) inmates, and this percentage of deaths is remark- 
ably good considering the class and condition of the children 
admitted. 

The accompanying table shows that the majority of the children 
are received from the different charitable institutions in the city, 
through the Superintendent of Out-door Poor, and when cured, he 
is notified, and orders their return to the Institutions from which they 
were received ; the children suffering with incurable disease remain 
permanently in the Hospital 

The average number of children who have been able to attend the 
school connected with this department during the year was ninety- 
five (95). The Principal, Mrs. Hebbard, makes a very fayorable 
report on the conduct of these children during school hours. 



IDIOT ASYLUM. 

Table B, No. 1 shows the number of cliildreu remainiug at Idiot 
Asylum on December 31, 1879, the numherof atluiissions, discharges 
and deaths during the year, and the number of children remaining in 
the Asylum December 31, 1880. 

Table B, No. 2 shows the nativitiea of the children in the Asylum 
daring the year. These children are also admitted through the 
Snperintendent of Out-door Poor. Upon admission to the Asylum 
they are classiiied by the Examining Physician as follown : Teach- 
able, Unteachable and Hopeless. 

ADULT HOSPITAL. 

Table C, No. 1 shows the number of patients remaining in the Hos- 
pital December 31, 1879 ; the number of admissions, discharges and 
deaths during the year, alao the number remaining December 31 
1880. 

Table 0, No. 2 shows the nativity of the patients in the Hospital 
during the year. 

The authority conferred on the Examining Physician of the Out, 
door Poor Department to transfer patients direct to this Hospital 
has greatly increased the number of acute cases, and thereby makes 
the service of the medical staff much more interesting. By referring 
to the table, it will be seen that the percentage of deaths is less than 
seven (7) per one hundred patients, wliich must be considered a very 
bit death rate. 

BRANCH NEW YORK CITY ASYLUM FOR INSANE. 

Table D, No. 1 shows the number of patients remaining at Branch 
Asvlnm December 31, 1879, the number of admissions, transfers 
and deaths during the year, also the number of patients remaining 
December 31, 1880. 

Table D, No. 2 shows tlie nativities of insane patients in the Asylum 
during the year. 

There is little to be said eonceming this Asylum; it is simply a 
comfortable home for the sufferers who inhabit it ; everything has 
been done to make them as comfortable as possible. These patients 
are all ot a harmless character, and many of them are employed in 
working on the farm, which greatly adds to their general health. 
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WOBK-HOUSE HELP. 

■ 

Table E, No. 1 shows the number of Work-house Help remaining 
at this Institution on December 31, 1879, the number of admis- 
sions, discharges and returned during the year ; also the number re- 
maining December 31, 1880. 

Table E, No. 2 shows the number of Work-house Help of native 
and foreign birth. The necessary work in and around the different 
buildings has all been performed by this class. 

Table G, shows the balance sheet for the year. 

Table H, shows the daily, monthly and yearly cost of each and all 
inmates during the year. 

With the help received from the Work-house, the different build- 
ings have all been repaired, several new floors have been put down, 
painting, kalsomining and white-washing regularly kept up, proper 
ventilation and cleanliness observed in all the cellars, the sewerage 
has been well attended to, and the grounds have been kept in good 
order. 

I would again recommend that the basement of the Branch Peni- 
tentiary be so arranged that the cooking for the convicts can be done 
there ; at present it is done in the kitchen of this institution, and 
owing to the large number of different classes of inmates, it is almost 
impossible at times to prepare the different articles of food in the 
proper manner, with the room we have and the cooking utensils. 
This change will give us ample room, and add greatly to the discip- 
line of the Island, by preventing convicts coming in contact with the 
inmates, which they must necessarily do, in calling three times a day 
for their supplies. 

I would also recommend that the brick oven in the main kitchen of 
this institution be taken out and a more substantial one be put up. 
The one now in use has been there for a number of years, and has 
been used so constantly that the walls are very much cracked, and 
are liable to fall in at any moment. 

I he dietary table has been carefully attended to, provisions and 
supplies received were abundant and of good quality. 

The holidays have all been suitably observed. The generosity of 
your Honorable Board has enabled us to give the inmates an abund- 
ant supply of poultry, cakes, candies and fruits. 

During the summer the inmates of the different Hospitals enjoyed 
several excursions up the Sound in the Department steamer. 
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We are pleased again to extend our thanks to Mrs. Gibbons and 
friends for the numerous toys, cakes, candies and fruits, distributed 
among the children on Christmas Day. 

To the St. Vincent De Paul Society we extend our thanks for the 
numerous presents given to the children on Christmas Day. 

The spiritual wants of the inmates have been faithfully attended 
to by the Eev. Father Gelinas and the Eev. Mr. Willett. 

The Matrons, Nurses, and many of the other employes are deserv- 
ing of thanks for the faithful manner in which they have dischai^ed 
their duties. 

To the Steward, Mr. John Kerr, I wish to express my appreciation 
of the prompt and faithful manner in which he has attended to the- 
duties of his office. 

The Medical Board consists of the same physicians and sui^eons 
who compose the Medical Board of the Infants' Hospital. These 
gentlemen have been prompt in answering all calls made on them, 
and I take this opportunity of expressing my thanks to them for the 
generous manner in which they have assisted me in attending to the 
wants of this Institution. 

liespectfuUy yours, 

J. C. HOWABD, 

MetUcal Superiiitentlent. 



TABLE A, No. 

Gtnu*ral Sfaiemenf, 


1. 






1880. 


Mnles. 

li>:> 
127 


1 
FVniJilos. 

1 


' Total. 

p 


Children reiiminiiitf in Hospital Decenihor :n, 1879... 
AdiniLte<l to Hospi'tul from December 31, 1^70 to De- 
ceml>er 31. 1880 


77 


ls2 

i 

1 ll;') 






DiHcharged to Parents or Friends 


.32 
34 


145 


377 

58 


TranHfernnl to other Institutions 


19S 
(11 


121 
47 


319 
lOhi 






Died 


137 
11 


74 

t 


211 






Remaining in Hospital December 31, 1880 


126 


hi 


193 
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TABLE A, No. 2. 

NativU]! of Children Admitted in the year 1880. 



United States 335 

Ireland <> 

England 5 

Canada 1 

Carried forward 347 



Brought forward 347 

Italy 2 

Sweden 1 

Unknown 27 

Total 377 



TABLE B, No. 1. 

Idiot Asylum. 



1880. 


Males. 


Females. 


Total. 


Chlltlron remaining in Asylum December 31, 1879 

Admitted to Asylum from December 31, 1879, toDecem- 
l)er 31. 1880 


135 
34 


83 
16 


218 
49 






Discharged to Parents or Friends 


169 
20 


98 
9 


267 
29 


Transferred to other Institutions 


149 
. 9 


89 
6 


238 
16 


Died 






140 
13 


83 
2 


223 
15 






Remaining in Asylum December 31, 1879 


127 


81 


208 



TABLE B, No. 2. 

NaHmty of Children Admitted to the Idiot Asylum for the Year 1880. 



United States 233 

Ireland 8 

England 2 

Oanada 1 

Carried forward 244 



Brought forward 244 

Germany 6 

Sweden i 

Unknown 16 

Total 267 
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TABLE C, No. 1. 

HoiqjUai Adults. 



1880. 


Males. 


Females. 


Total. 

1 


Patients remaining in Hospital Decenilier 31, 187». . . 
Admitted to Hospital from December 31, 1879, to De- 
cember 81, 1880 


63 
238 


30 
236 


93 
474 




T» # T 


Discharged 


301 
225 


266 
211 


567 
436 






Died 


76 
14 

62 


55 

21 ! 

34 1 
year 188 


131 


Remaining in Hospital December 31, 1880 


35 
96 








TABTiE C, No. 2. 

Nativity of Peraon^ Admitted to Hoi^prtd for tht* 


0. 


United States . 143 


Brought forwanl. 

I>enmark 

France 

Italy 




555 


Ireland 334 

En^nd 26 

Scotland •"» 




I 

7 

I 


Canada 8 

Germany 37 

Poland. » 2 


■ Switzerlo 

Nova Sc( 

; West liK 

Total 


md 

)tia 




1 


lies 




I 


Carried forward 5r>5 






567 



TABLE D, No. 1. . 

Branch New York' City Inmni- Ai>!/lwii. 



1880. 


Mules. 

118 
17 

135 
4 

131 
5 

126 


FeinaUv. 

• • • ■ 

• • • 

• • • • 

• • • ■ 

• • • • 


Total. 


Patients remaining in Asylum Decem:)er 31, 1879. . 
Admitted to Aqrlom flpom December 31, 1879, to 
December 31, 1880 


118 
17 


Transfmrnd t.o other Institntionfl 


135 
4 






Died 


131 
5 






HAmiilnfnir in Aflvlnm December 31. 1880 


126 
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TABLE D, No. 2. 

Nativity of Persons at Branch New York City Insane Asylum, 1880. 



United States 16 

Ireland 40 

England 9 

Scotland 1 

Grennany 30 

France 3 

Turkey 1 

Malta 1 



Italy 3 

Poland 1 

Russia 1 

Norway 1 

Unknown 28 

Total 135 



TABLE E, No. 1. 

Worh'House Help. 



1880. 




Males. 


Females. 


Total. 


Work-house help remaining December 31, 
Received from Dec. 31, 1879, to December 


1879 

•31, 1880... 

, , , 


20 
183 


743 


81) 
1)26 


Discharged 


203 
169 


812 
65) 


1015 
820 


Eloped 


34 
1 


Kil 

• • 


' 195 
1 








Returned to Work-house 


33 

(> 


161 

S2 


194 

88 








Remaining December 31, 1880 


11 


71) 


106 



TABLE B, No. 2. 

Nativity of Work-Hotise Help received during the year. 



1880. 


Males. 


Females. 


Total. 


Native bom 


69 
114 


247 

496 


316 


Foreifirn bom 


610 






Total 


183 


743 


926 
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TABLE F. 

Diseaxtix of tho^e wfu) died during the Year 1880. 



J 



disease 

f ankle joiDt. 

sease 

>f Liver 

3ftening 

3ngestion . . . 

breast 

chr 



tis 

la 

estinal catarrh. 

a 

>xarius 



d forward 29 



Brought forward 29 

Meningitis, cerebro-spinal 1 

Mitrai and aortic obstruction 1 

Mitral n» rurgitant, aortic obstruction. . . 

Oedema of iungs 

Phthisis pulmonalis 1 

Pulmonary congestion 

** gangrene 

Peritonitis 

Pneumonia 10 

Pleurisy . , 2 

Pyonephrosis 

Pott's disease 

Paralysis 

Sclerosis 

Tuberculosis 



Total 
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HART'S ISLAND HOSPITAL. 



January 1, 1881. 
Hon. Townsend Cox, 

Pre}<i(1ei}t Department of 

Pul)lir 'Charifiea and Connection. 

Sir. — ^I herewith submit the Annual Eeport of Hart's Island 
Hospital for the year ending December 31, 1880. 

The number of patients treated during the year was 1119 ; of these 
there were — 

Remaining in Hospital January 1, 1880 273 

Admitted from J anuary 1 to December 31, 1880 846 

lUi) 

Discharged " " • " " 788 

Died ' " " '• Gf) 

_^i 

Remaining Januarj' 1, 1881 265 

Subjoined are six statistical Tables, showing I. a General State- 
ment as to class, sex and nativity of the patients under treatment ; 
Table B shows the admissions, discharges and deaths by months 
throughout the year ; Table C explains the nativities, and Table 
D is a detailed statement of deaths during the year. In Table 
E is presented a complete classification of diseases of patients 
under treatment, with results. Annexed is the per capita Statement 
showing the actual cost of inmates. 

Reverting again to Table E, it is shown that those under treat- 
ment suffer generally from diseases of a chronic nature, or that they 
are convalescents who are able to perform some light work, and for 
that reason are usefully employed about the premises ; the females 
doing all repairing to clothing and knitting, and the males all neces- 
sary outside work and gardening. The amount and kind of work is 
shown in the Quarterly Eeports for the year. 

The sanitary condition of the Hospital has been very good, and a 
liberal diet furnished, the food of good quality and well cooked. 

Since my last Report some changes have taken place among the 
medical officers. Dr. Heath resigned in January, and Dr. Theo. 
Parker was appointed Ass't Resident Physician in April, upon my 
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assuming charge at Branch Lunatic Asylum. Dr. McChesney re- 
signed in May, and Dr. A. B. Mott, Jr., was appointed to fill vacancy. 

The Physicians, aside from their daily duties, attend also to calls 
from Branch Work-house, having to examine all those who report 
sick, and return the disabled, or those unfit for work from any cause 
to Blackwell's Island. 

The histories of all cases, medical and surgical, have been faith- 
fully recorded for future reference. 

Bevs. Marinus Willett and Father Michell have been diligent in 
attendance to the religious wants of the inmates. 

Very respectfully, 

JAMES R. HEALT, 

Medical Superintendent. 
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General Statement 
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TABLE 0. 

Nativities of those admitted during the year 1880. 



Countries. 



United States 

Ireland 

Germany 

England 

Scotland 

Canada 

France. 

Italy 

Carried forward 



i 
-a 


1 

1 


1 


Countries. 

Brought forward. 
' Switzerland 


1 


i 

1 


93 

190 

64 

20 

11 
2 
2 

7 


61 

324 

14 

13 

9 

5 

1 

■ • • • 


154 
532 

78 

33 

20 

7 

3 

7 


389 
• 
•> 

2 

1 

2 

1 

• • • • 

1 


427 
1 

• • • • 

• • a • 
■ • • • 

1 


Austria 


Sweden 

Denmark 

Portugal 


Nova Scotia 

Bohemia 


i 


Total 




' 389 
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427 


834 


399 


447 
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1 
1 
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TABLE D. 

Detailed Statement of Deaths during the year 1880. 
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NoYember. 

I>eoem1>er. 



Months. 



to 

m 



^ 



a 



o .0 



-a 



2 1 



li.. 



a 
o 

B 

£ 



% 

X 



I 



B 

a 

9 

I 

s 



1! a 
1 



.0 

Si 



i 



M 
9 

§1 



I ! 



9 






2 

> 

s 

S9 





a 
3 






1 







5 



18 
4 
6 
6 
4 
S 
5 
4 
9 
3 
6 

6 



tabu: e. 

Glanisifi'iilu>H of DiKeanen. 



DraCHUMBD. 



NAHE OF DI8 BASES. 







77 
TABLE IE,.— Continued. 



DISCHABOED. 



BKMAININa 
JAN. 1, 1881. 



NAME OF DISEASES. 



Brouirlit forward 

OBOANS or Log motion. 
Deformity of ankle . .. 

Currature of spine 

Frostbite 

Old anipatations 

Potts' disease 

Talipes, E. y 

Synovites, ohron , 

Uloerof leg 

ICINXBAL. FOISOM. 



Sprain of ankle . . . , 

«• knee 

Fraoture of ankle. . 

•< fibula. . 

leg. . . 

(Potts') 

Incised wounds.... 

Old dislocations. ... 

Injnry of hip 



Otitis. 



Iritis 

c onJunotlTltes. . . . 
Opoiolty of oomea. 
Oplithalmia 



Hallngerer. 



Cured. 
F. 



Improved. 



93 



1 

18 



2 
1 

• • 

3 

■ • 

3 



1 
1 



Not 
Improved. 



72 



32 



3 
1 



M. 



187 



I • I 

I 
4 i 



2 
2 

• • 

1 
14 



3 
1 



2 



F. 



186 
1 



2 
1 



M. 



8 

• • 

2 

• • 

2 

1 

1 

2 I 
2 



1 

1 



181 , 113 ' 217 212 



50 

i 



66 



F. 



31 



"3 



91 



2 
2 



1 
2 
2 
1 
3 



36 



I 8 



189 



s 
-a 

B 



. ! 


• • 




2 




2 


' 


2 


, 


• •• 


. 1 


2 


1 ! 


16 


1 


• •• 



46 
1 

• • • 

• • • 

• • • 

1 

• • • 

• • • 

20 



1 
1 
1 



2 
2 



Totals. 



S 



II 



427 



1 
5 

4 
4 

• ■• 

4 
60 



M 



... .1 

I I 
• •• I < 



5 
3 

I • • 

2 
2 
2 
6 
1 
8 



5 
1 



■a* ••. 



a 



18 



19 
640 



"3 

a 



426 
2 



3 
1 

• • • 

61 

1 

3 
1 
3 

■ ■ • 

2 
3 

• • • 

7 
6 



1 
1 

12 
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NEW YORK CITY LUNATIC ASYLUM. 



January 1, 1881. 
Hon. Townsend Cox, 

Pri'Mdent Depaiimevf of 

Public Char Hies and Corredum. 

Sir. — I have the honor to submit the following Report of this 
Institution for the year ending with December 31, 1880 : 

This is the first year, in the history of the Asylum, during which 
it has been literally devoted to the care of insane females alone. 
Nine male patients had, until near the close of the preceding year, 
been retained here as mechanics or helpers. 

On January 1, 1880, the patients numbered 1,244 

On January 1, 1881, the number remaining was 1,294. 

Admissions during the year were 466 ; discharges, 222 ; deaths, 
98 ; transferred to Branches, 124 ; returned from Branches, 28. 

The average population was 1,264 The maximum was 1,305. 
The minimum was 1,211. 

Of those admitted, 10 had been inmates before during the year ; 
28 are known to have been inmates prior to, but not during, the 
year in review. Of these 28, 18 had been inmates once, 5 twice, 3 
four times, 1 six times, and 1 ten times. 

Of the 466 admitted, 52 are said to have had previous attacks. 

Of those discharged, 144 had recovered, 37 had improved, 33 were 
unimproved, and 8 were considered improper subjects. 

Of those who died, 11 were mentally recovered, 32 were improved, 
and 55 unimproved. 

Of the 8 improper subjects, four were suffering temporary conse- 
quences of recent debauch, 1 was a case of sunstroke, 1 was a non- 
insane paralytic, 2 showed no symptons of insanity after admission. 

Of the 124 transferred to Branches, all were unimproved. The 
admissions were 43 in excess of the preceding year. The recoveries 
were 30.90 per cent, on number of admissions. The deaths were 
5.63 per cent, on the number treated. Of those who died, 17 had 
been in the Asylum less than one month, and of these 4 had been in 
less than one week, 2 of them having died within forty-eight hoars. 



Of the 466 patients atlmitted durinig the year, 348, or 7467 per cent., 
were of foreign birth. Of the remainder, a very large, but not 
ascertained, proportion were of foreign parentage. As lieretofore, 
Ireland and Germany were the lai^est contributors to our popula- 
tion, the former greatly outnumbering the latter. 

The operations of the lustitutiou during the year show a resultant 
increase of 50 in uuml>er of patients, although the Branches relieved 
OS of 9fi (124 were transferred out and 28 returned). 

The number with whicli the year closed (1,294) was 134 in excess 
of the estimated maximum capacity of the Institution. 

"When it is known that, owing to the construction of the buildings, 
our patients are mostly grouped in over-large wards, the evils of 
crowding will be better understood. At the close of the year, there 
were still 6 wards occupied by from 70 to 75 patients each ; 7 with 
from 60 to 70 ; 5 from 39 to 52 ; .0 from 12 to 24. 

Of oui' 28 wards, 10 are associate wards, without rooms, the 
smaJlest number of patients in any one being 68, and the greatest 
number of attendants 3. 

The eight wards in the main building are each Midfeet lomj, and 
the arrangement of sitting-rooms, dining-rooms, bath-rooms, water- 
cJosets, etc., has thus far seemed to have rendered gainful division 
impracticable. 

'Thus, proper classification is unattainable at present, and our 
patients must bear the discomforts and disadvantages of thronged 
wards ; our attendants the resultant overplus of labor and care ; our 
physicians exaggerated anxiety and diminished encouragement ; the 
Superintendent the unfair relations between his exertions and their 
results — the constant fear of accident and dread of real catastrophe, 
from which no human power can give immunity to a lunatic asylnm, 
and to which one with crowded wards is particularly expi'sed. 

In view of these facts, it is cause for devout thankfulness that the 
year has passed, not only without epidemic, but with remarkably 
little sickness of any kind, and with only three fatal casualties, viz. : 
One death from injury by a fellow-patient ; one from burns caused 
by unintentional ignition of clothing by a dement ; and one death 
as result of suicidal attempt at drowning. 

It is DOW generally conceded that the hazards inuring to the 

inmates of an institution for insane, through the liberty and exercise 

■ allowed as matter of treatment and dictate of humanity, must 

1 necessarily be incurred, and that they are practically far less, in 
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the aggregate, than one might expet-t, and absolutely insignificant 
whon compared with the total resultant benefit On this principle, 
no hesitancy is observed in getting onr patients out doors, and, 
although tliey not only walk, but sit and lie about in large numbers 
in warm weather, a plunge from the sea-wall is a rare occurrence. 
Ar this does occasionally occur, however, I should be very glad to 
see au appropriation made to enable the Department to put up the 
frequently-suggested woven wire fence. Were such fence to enclose 
even the narrow portion of our premises extending from the first 
row of pavilions to Light House Point, a very large proportion of 
our risk would be averted. 

rMPROVEMENTS. 

One of the pavilions (C), standing upon "made land," having 
settled badly, has been raised and put in order, greatly to the com- 
fort and advantage of its inmates. . 

Stove guards have been erected in several pavilions. Water- 
heaters_, in all pavilions where exposed, have been enclosed for pro- 
tection of patients. 

Sleeping rooms for night attendants have been made in the north- 
erly half of the Amusement Hall. 

A bath-house has been erected beside the bathing pond, to the 
great comfort and satisfaction of the many patients and attendants 
who fi-equent the pond, and vpho have heretofore felt the want of a 
suitable dressing place. 

Much repairing has been done to the many buildings of the 
Institution. 

The grounds have been improved, trees planted, new roads 
made, etc. 

CONTEMPLATED IMPROVEMENTS. 

Work is shortly to begin upon the Retreat extension, which will 
double the capacity of that building, '. e., make its proper capacity 
about 260. 

Work upon the building occupied by the kitchen, laundry and 
boiler-room is also shortly to commence. This building is to have 
increased ground size, and also a second story, to contain room for 
laundress, bath-room, water- closets, and one or two dormitories for 
unpaid help. 

New looks are to be put upon alt doors leading to wards and roomB 
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occupied by patients ; the old locks having, through wear and repair, 
come to require a variety of keys ; a condition of affairs which might 
lead to disastrous consequences in case of fire. 

MUCH NEEDED. 

A power elevator, in each of the two wings of the main building, 
is greatly needed, that the stretcher and the bier iieed not go in and out 
the principal entrance of the centre building. 

EESTEAINT. 

We have neither entirely discarded, burned nor hidden our re- 
straining apparatus. Yet, perhaps, we thrust fewer patients into 
rooms, and use dozy restraints less frequently than some more cele- 
brated alienists. We use no wet pack to avoid restraint We do not 
macerate our patients by the hour in hot water, so that they may 
not need the camisole. We do not place heavy attendants on their 
knees when seated, nor on their breast bones when in bed, to avoid 
the use of waist or bed straps. In fine, we are not sufficiently new 
in intercourse with the insane to believe in the possibility of beal 
non-restraint, nor sufficiently old in moral legerdemain to pretend 
to do what we know is beyond our power. 

I have only to add that our State Commissioner in Lunacy, at his 
last and unannounced visit, examined our record of restraint, visited 
every wardj and said, " I think you have reduced your restraint to 
the minimum for your Institution." 

OCCUPATION AND AMUSEMENT. 

Here our heart moves and our faith flows freely. Here, to some, 
comes in the great advantage of a private or personal attendant ; an 
advantage to be enjoyed only by the rich ; some one to devote his 
entire time in getting his patient to work and to play. In propor- 
tion to the number of patients thus actually engaged will be the 
diminution of sights and sounds peculiar to an institution for the 
insane. Something has been effected at this Asylum in this direc- 
tion, but much more remains to be accomplished, and too much is, 
by the exceptional peculiarities of our Institution, rendered im- 
possible. 

Work in house, kitchen, laundry and sewing-room occupies, to a 

certain extent, many patients. Music, dancing, games, etc., are 
6 



resorted to. Kindly-disposed friends in ttie city have repeatedly 
expended mucli time and labor iu getting up formal and excellent 
entertainments for onr pHtienta Artista — musical, dramatic, comic, 
and acrobatic — have, at auch times, given us most liberally of their 
skilled efforts. 

Prominent among organizations and individuals may be named 
Haverley's Negro Minstrel Troupe ; Miss Henrietta Markstein, the 
noted pianist, with her friends from among the beat known profes- 
sional and amateur artists, and Proi Hermann, the prestidigitateur. 
Our acknowledgments are due to Mr. Albert Weber, not only for 
kindly loan of pianos, but for tboir deliverj, by his own people, at 
the very stage-front in our Amusement Hall. To Mr. W. O. Bourne 
and his co-laborers we are indebted for occasional informal concerts 
of sacred music in the Kotunda. ^h 



DONATIONS. ^1 

Our thanks are, hereby, tendered to the Fruit & Flower Mission 
for their repeated liberal gifts of baskets of flowers ; to members and 
visitors of the State Charities Aid Associationforbooks, papers and 
pictures ; to editor of the Staats-Zpitung for two copies of that daily 
paper, regularly forwarded ; to editors of the BelletrisHsr/ies Journal 
for copies of their weekly ; to Mr. Frank Leslie for occasional copies 
of his pictorial paper ; to Mrs. George Doyle for acceptable books, 
plants and seeds. Also to all other friends who, by gifts or labors, 
may have contributed to the pleasure or weKare of our patients, or 
by kindly sympathy have cast a warmth of encouragement about 
the path of him who toils iu the immediate management. 

The following letter will speak for itself : 

"I take great pleaHure in acknowledging your liberal holiday gift to the p&tientHOt 
thia InBtttutton. I knuw you will tie gratified Vo Iparn that donalionB ol conrectionery 
to t)ie amount at 200 pounds, and fancj' groceries to amount of TS punnda, aiid dr; goodi, 
not only do make hags, but to furnish farther gratification to palienta, were re<;ei.ved, 
Mrs. Franklin 'b success having been thus great, she personaiiy went througli our Inetita- 
tion on ChriatmHig day, and ])laucd in tlie hand of eavh of onr 1,300 patients a bag cmi- 
tainiug B Few candies, notB. raisins and Faticj' crackers or cakes. Those who eo cheerfoUj' 
donated would sorely have lieen gratified could they have witnessed the dehght manifested 
by a large part of our afflicted people. 

' ' YoiiTB, very yratefully, 
■■(Sigued) T. M, FRANKLIN, 

'■Med. Supt." 





A oopy i>{ the above letter wi 
named parties, viz. : 

MeBsrs. Hujler, 8(i7 Broadway. 

R. U. Macy & Co., 6th ave. & 

14tL Bt. 
Park A Tilford, B'way cor. 

21et at. 
JacksoD A Fletcher, 357 fith 

A. T. Stewart & Co., B'way 

AQthst 
Lord & Taylor, 901 Broad- 
way. 
Sehall & Co., 61 Barclay st. 
'**-!-. Whitman's SncueBSor, cor. fith 
ave. A 15th at 



ich of the following 



Mr. A. H. Bninmiell, 817 Broadway. 
P. Amaud, S!15 Broadway. 
N. Greeiitield, 44 Barclay at, 
C. H. Culver, 331 6th ave. 
B. F. Adams, 6a Fulton at. 
H. W. Hoops, 370 Bowerj-. 
P. F. Pierre, 369 6th ave. 
A. J. Hope, 44 Fulton at 
Henry Groth, 138 3d ave. 
A. SlauBOU, 34 Dey at 
V. Foucher, 273 6th ave. 
R. J. Dean, 160 3d ave. 
S. Goodwin, 275 3d ave. 
John L. Wall, 338 6th ave. 



RELIGIOUS SERVICES. 

^Eepilar and occasional religions eervicea have been conducted by 
ttl© Chaplain, Rev. Alfred Blewitt, and by Rev. Father Duranquet, 
ftftT. Father Regnier and Rev. W. G, French. 

Early in the year the Rev. Zetus Searle, for thirty-eight years 
diaplaln to this Institution, died at the advanced age of eighty-one 
years. Until within a few months of his death he continued his 
labors, regardless of season and exposure. It may be figuratively 
^aid of him that he went an straight and so far towards Heaven on 
^oot, that when he stopped but little of the road was left. 

VISITATIONS. 
The State Oommiaaioner in Lunacy, Dr. Ordronaux, haa several 
times visited the Asylum, each time examining our records and going 
tiarough every ward. We have derived much comfort and encourage- 
ment from these visits. 

Members of the State Board of Charities, as well as their visitors, 
ftlfin members of the State Aid Association, have been freqneut in 
tlieir examinations into our state and doings. It is pleasant to be 
able to say that the result has left us far more of sympathetic and 
cheery words than of discouraging criticism. 

The Grand Jury has inspected the Asylum, and we are as yet 
imindicted. 
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The Medical Consulting Board, as a body, once went through the 
Asylum, and members individually have several times looked in 
upon us. 

Lastly, but not as least in importance, is to be mentioned the 
visit of the Committee of our State Senate, appointed to investigate 
matters appertaining to institutions for the insane throughout the 
State. 

When there is added to the above the constant official supervision 
of your own Board, there seems little reason to wonder that your 
Medical Superintendent did not, in the year 1880, undetected, run 
oflf with the N. Y. City Lunatic Asylum. 

ASSISTANT MEDICAL SUPEEINTENDENT. 

Herman C. Evarts, M. D., was appointed Assistant Medical Super- 
intendent on December 7th last. This gentleman had been for- 
merly connected with the asylum as an assistant physician, and left, 
nearly three years ago, to take a similar position in the Friends' 
Asylum for the Insane, at Frankford, Philadelphia. He continued in 
office at the latter institution until his appointment to his present 
position. He brings to the work here a degree of experience and 
conscientious devotedness to duty which will, doubtless, render him 
efficient and reliable as the second medical officer of this institution. 

MEDICAL STAFF. 

Two of the assistant physicians have resigned, during the year, to 
engage in the private practice of their profession, viz.. Dr. L. W. Pit- 
kin on March 16th, after a service of eight months ; Dr. W. M. Les- 
zynsky, on October 20th, after a service of two and a-half years. 
Three unpaid members of the staff resigned to take salaried posi- 
tions at the Branch Lunatic Asylum : Dr. E. Lyttle on May 8th, Dr. 
J. T. McGay on June 12th, and Dr. D. Collins on December 24th. 

That the year thus closes with only four physicians on a staff to 
which nine are allowed, and that all the unpaid members save one 
(who has hope of a little pay) have gone for pecuniary reasons, thus 
leaving vacancies difficult to fill during the college terms, plainly 
exhibits the wisdom of the good beginning made by the Department 
in granting salaries (small though they are) to the senior three on 
the medical staff. 

It is very much to be hoped that the two classes of fault-finders 
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who cross-fire your honorable board with complaints, on the one 
hand that you squander the public money in paying excessive sala- 
ries, and, on the other hand, that you neglect your insane by not 
continuously employing and properly paying competent medical 
men, will, at an early date, so far modify their conflicting criticisms 
that our patients may cease to suffer from the restraint thus put 
upon the honorable Board of Apportionment. 

OTHEE OFFICEES. 

Mr. William Joralemon, the steward, after a service of nearly five 
years, still continues his connection wdth the asylum. Mrs. Mary 
Goodwin and Mrs. Mary J. Lynch, the matrons, continue to do busy, 
earnest and exhausting work. Mrs. Goodwin, the senior of these two 
matrons, after thirty-three years conscientious and self-denying labor 
among the patients of this institution, exhibits unabated interest and 
zeal. 

The remaining oflices continue to be filled as at last report. 

The corps of attendants consists of ninety-four. A few of these 
have been in the employment of the institution many years ; some 
others have been here several years ; but changes are far too 
frequent for the interest of the service. These changes are, how- 
ever, partly due to causes at present beyond our control. I am glad 
to say that many of our attendants are by character, deportment and 
earnestness in work, a credit to themselves and to the institution. 

In reference to the tables hereunto appended, I must say that abso- 
lute necessity has compelled the omission of nearly all those hereto- 
fore employed to record results since 1847. After much persever- 
ance and labor towards the correction of figures printed in reports for 
1877, 1878 and 1879, it has been found that time would not suflSce to 
prepare such tables for this report. With more time and patience I 
hope to preserve and reutiUze the results of Dr. E. L. Parsons' great 
work in this direction. 

With cordial acknowledgment of the uniform kindness received 
from your honorable board during the past three years, and at two 
of your institutions, and with special * gratitude for your unvarying 
support throughout the trying period of my superintendency of this 
institution, I beg to subscribe myself, with much respect. 

Tour obdt. serv't, 

THOMAS M. FEANKLIN, 

Medical Saperintendent. 
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TABLE I. 

Admissions, Discharges and Deaths during the year 1880. 



Number of Patients remaining January 1, 1880 1244 

Admitted during the year 466 

Returned from Branch at Hart's Island 10 

** Ward's " 18 



n 



(i 



Total under treatment 1738 

Discharged, recovered. 144 

improved 37 

unimproved 33 

improper subjects 8 



it 



222 



Died, mentally recovered 11 

improved 32 

unimproved 55 






Transferred to Branch at Hart's Island 101 

** " " "Ward's " 23 



Total 



98 



124 



444 



Number of patients remaining January 1 , 1881 1294 



TABLE IL 

Admissions, Discharges and Deaths since 1846. 



Number of patients on January 1, 1847 

Admitted since to December 31, 1880 

Returned from Branch at Hart's Island to December 

31, 1880 

Returned from Branch at Ward's Island to December 

31, 1880 

Total '. 

Discharged since January 1, 1847 

Died " ** " ** 

Transferred to Hart's Island to December 31, 1880 . . . 
** ** Ward's Island " ** 

Total 

Remaining in Asylum December 31, 1880 



Males. 


Females. 


Total. 


160 
5258 

• • • • 

• • • • 


223 
10459 

26 

160 


383 
15717 

26 

160 


6418 


10868 


16286 


3972 
1446 

• • ■ • 
■ • • • 


6382 

2484 

369 

339 


10354 

3930 

369 

339 


5418 


9574 


14992 


• • • • 


1294 


• • • • 
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TABLE III. 

Ages of PaJtientH at time of admisidon. 



Under 20 years 10 

Betweeu 20 and 30 years 98 

•* 30 '♦ 40 *' , 165 

*• 40 •* 50 *♦ 93 

** 50 " 60 '* 58 



Carried forward 424 



' Brought forward 

i Between 60 " 70 *' 
, " 70 *♦ 80 ♦* 

** 80 *• 90 " 
I ♦* 90 *• 100 " 



Total 



424 

29 

10 

2 

1 

466 



TABLE IV. 

Nativity of Patients admitted. 



United States 118 

Ireland 207 

Germany 99 

England 20 



Canada. 
Scotland. 
France.. 
Sweden.. 
Spain . . . 



2 
2 
2 
1 
1 



Carried forward, 



452 



Brought forward 462 

Italy , 3 

Switzerland 1 

Poland 2 

Hungary 1 

Russia 3 

Hayti 1 

Bavaria 1 

Unknown 2 

Total 466 
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TABLE V. 

Occupation of Patients admitted. 



Actress 1 

Artificial flower-makor 1 

Bakers' .wives 5 

** daughters * 2 

Blacksmiths' wives 10 

Book Agent 1 

] tookfolders 2 

Bookkeepers' wives 2 

Brass finishers' wives 2 

Brewer's wives 2 

Bricklayer's wife 1 

Builder's wife 1 

Butchers' wives 2 

" daughters 3 

Cabinet makers' wives 3 

** daughter 1 

Candy maker's wife 1 

Car driver's wife 1 

Carman's wife 1 

Carpenters' wives 7 

" daughters 7 

Carpet weaver 1 

Cigarmaker's wives 6 

Clerk's wife 1 

Cloak maker 1 

Coachman's wife 1 

Cooks 3 

Conductor's wife 1 

Coopers' wives 5 

Detective's wife .... 1 

Domestics 78 

Dressmakers 5 

Driver's wife 1 

Druggists' wives 2 

Dry goods clerk's wife 1 

Dyer's daughter 1 

Engineer's wife 1 

Engraver's wife 1 

Factory hand's wife 1 

Farmers' wives. 3 

** daughters 16 

Fringe maker 1 

Fruit dealer's wife 1 

Fur sewers 2 

Gas fitter's wife 1 

Gardener's wife 1 

** daughters 3 

Grocers' wives 2 

** daughter 1 

Harness maker's wife 1 

Hatmaker's daughter 1 

Hostlers' wives 2 

Hotel keeper's wife 1 

Hotel porter's wife 1 

House builder's wife 1 

Housekeepers 47 

Iron moulder's wife 1 

Laborers' wives 27 

** daughters 3 

Lace makers 2 

Laundresses 6 

Laundryman's daughter 1 

Lawyers' wives. 2 

** daughter 1 

Leather dealer's wife 1 

** daughter 1 

Lithographer's wife 1 

Locksmith's wife 1 

Longshoremen's wives 3 

daughter 1 



(« 



Carried forward. 



301 



Brought forward 301 

Machinists' wives 4 

Marble polisher's wife 1 

Mason's daughter 1 

Mechanic's wife 1 

Merchant's wives 2 

" daughters 2 

Miller's daughter 1 

Milliners 2 

Moulder's wife 1 

Music Teacher 1 

Musician's wife 1 

Naval Paymaster's wife 1 

Newsman's wife 1 

No occupation 39 

Nurses 2 

Painters' wives 4 

Paper hanger's wife .' 1 

Pedlars' wives 2 

** daughter 1 

Photographer's wife 1 

Piano makers' wives 2 

Plasterer's wife 1 

Plumber's wife 1 

Porkpacker's wife 1 

Porter's wives 2 

Post Office clerk's wife 1 

Prison keeper's wife 1 

Quarryman's wife 1 

Sailors' wives 6 

" daughters 2 

Salesman's wife 1 

Saloon keeper's wife 1 

** daughter 1 

Scavenger's wife 1 

School Teacher's wives 2 

Seamstresses 13 

Sea Captain's wife 1 

Shipbuilder's wife 1 

** daughter 1 

*• Carpenters' wives 2 

•' Caulker's wife 1 

Shoe dealers' wives 2 

Shoemakers' wives 6 

'* daughter 1 

Shopgirl 1 

Soldier's wife 1 

<* daughters 2 

Stable keeper's wife. 1 

Stone cutter's wife 1 

" daughter 1 

Tailoress 1 

Tailors' wives 3 

" daughters 3 

Teaf-'her 1 

Telegraph Operators 2 

Tinkers' wives 2 

Tin Roofer's wife 1 

Tobacco Stripper 1 

Type setter 1 

Unknown 9 

Upholsterers' wives 2 

" daughter 1 

Waiters' wives '2 

Waitress 1 

Watch Case maker's wife 1 

Watchmaker's wife 1 

Watchman's wife 1 

Weaver 1 

Weavers' daughters 8 

Total 466 
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TABLE VI. 

Civil Condition of Patients Admitted. 

Married 239 

SiiifflH 153 

Wiaowe<l 08 

ITiiknown 6 
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TABLE VII. 

Forms i>f' Insanitu of I'afien/s Admitted, 



Mania, acute 100 

•• " typhoid 1 

•• Bub-ncute 26 

" chronic 28 

«* recurrent 15 

*' puerperal 7 

•• epileptic 9 

•• alcoholic 14 

** of gestation 3 

Melancholia, acute 12f) 

" sub-acute 31 

•• chronic 25 

puerperal 6 



«• 



Carried forward 



393 



Brought forward 393 

Dementia, primary 20 

" secondary 4 

epileptic 4 

" senile 17 

" unclassified 16 

Imbecility 4 

IMPBOPEB Subjects— 

Alcohi lism 3 

Delirium Tremens 1 

Sunstroke 1 

Paralysis 1 

Not insane 2 8 

Total 466 



TABLE VIIL 

Numl)er of Attads of Patients Admitted. 



First attvk '^^'» 

Second *• fi« 

Third " « 

Fourth " 3 

Sixth ** '^ 



Carried forward 316 



Brought forward 316 

Twelfth attack 1 

Unkntjwn 141 

Improper subjects 8 

Total 466 
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TABLE IX. 

Admissions and Re-admissions of year's Patients. 



First admission 386 

Second ** (10 of year's patients) .... 52 

Third ♦* 18 

Fourtli ♦♦ o 

Carried forward 46 1 



Brought forward 461 

Sixth admission 3 

Eighth " 1 

Twelfth *' 1 

Total 466 



TABLE X. 

Terms of Residence in the UnUed States of Patients admitted. 



From three months to six months 1 

six months to one year 1 

iour years to five years 3 

five years to ten years 47 

ten years to twenty years 135 

twenty years to thirty years 88 

Brought forward 275 



Carried forward 276 

From thirty years to forty years 39 

*• forty years to fifty years 6 

Lifetime 110 

Unknown 36 

Total 466 



TABLE XI. 

Profession of Religion of Patients admitted. 



Roman Oatholic 273 

Protestant 134 

Hebrew 22 

Carried forward 429 



Brought forward 429 

Unknown 35 

None 2 

Total 466 



TABLE XII. 

Education of Patients AdmiUed. 



Education, good 46 

fair 101 

** reading and writing Ill 

** reading only 26 

** none 110 

Unknown 73 

Total 466 



TABLE XHL 

Color if the Eyes of Patients Admitted. 



Brown 190 

Blue 319 

Black 89 

Gray W 

Hazel 6 

Total 466 
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TABLE XIV. 

Color of Hair of Patienf^ Admitted, 



Brown 156 

Dark Brown 55 

litSbt Brown 29 

Black 99 

Auburn 12 

Red 2 

Oarrled forward 363 



Brought forward 363 

Light 10 

Dark and Gray 20 

Brown and Gray is 

Gray or White 70 

. Total 466 



TABLE XV. 

Phyaicaf condiiuni of Patients admitted 



TABLE XVI. 

Habits of PatierdH Admitted, 



Good 179 

Fair ^ 183 

Poor 104 

Total 466 



Temperate 256 

Intemperate 120 

Unknown 90 

Total 466 



TABLE XVIL 

Admvmoiis, Disehaiyes and Deaths f 07' each mxjnth. 



January... 
February.. 

ICarch 

April 

May 

June 

July 

August.... 
September 

October 

November. 
December. 

Total 





Admissions. 


Discharges. 


1 
Deaths. 


' 


43 
26 
25 
52 
45 
47 
49 
39 
39 
25 
38 
38 

466 


6 

9 
10 
17 
18 

8 
26 
14 
17 
25 
37 
36 

222 


6 
8 




10 




17 




8 




10 




12 




6 




9 




5 




3 




4 




98 
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TABLE XVni. 

Forms of Insanity of Patients Discharged. 



Mania, acute 

•* sub-acute 

" chronic 

" recurrent 

" puerperal 

•* epileptic 

** alcoholic 

" of gestation 

" unclassified 

Melancholia, acute 

•* sub-acute. . . 

'* chronic 

puerperal... 
unclassified. 

Dementia, primary 

•* epileptic 

•* senile 

" unclassified.... 

Imbecility 

Improper subjects 






Total. 



Recovered. 


Improved. 


34 


3 


1 


• ■ 


1 


4 


12 


2 


3 


3 


1 


2 


11 


• • 


• • 


1 


13 


2 


4 


5 


1 


• ■ 


5 


6 


4 


• • 


11 


8 


1 


1 


1 


• • 


■ • 

3 


• • 

• • 

• • 


■ • 

144 


• • 

37 



2 
1 



2 
2 



1 
4 



3 
1 
1 
2 

4 
1 

»• 
33 



TOTAL. 



39 
2 
9 

14 
8 
5 

11 
1 

16 

51 
1 

16 
4 

22 
3 
2 
2 
7 
1 
8 

222 



TABLE XIX. 

Terms of Residence of Patients Discharged. 



a 

o o 
B 



Less than three months 

From three to six months 

** six to twelve months 

** one year to three years 

** three years to six years 

" six years to twelve years 

'* twelve years to eighteen years 

'* eighteen years to twenty-four years. 

* * twenty-four years to thirty-four years . 
Improper subjects 



Total 



8 



^3 

> 
o 



42 
43 
40 
19 



8 I 144 



> 

2 



10 
6 
» 
7 
2 
2 




• 


^=^ 


Qi 




> 




O 




u 




A 




B 


"3 






16 


67 


4 


53 


2 


51 


5 


31 


5 


7 


1 


3 


1 


1 


• • 

• • 


• 

1 


• • 


8 


33 


222 
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TABLE XX. 



Terms of Eesidence of Patients who Died. 



LeBS than one week 

From one week to two weeks 

two weeks to three weeks 

three weeks to four weeks 

four weeks to two months 

two months to three months 

three months to six months 

six months to twelve months 

one year to two years 

two years to three years 

three years to Ave years 

five years to ten years 

ten years to fifteen years 

fifteen. years to twenty years 

twenty years to twenty-tive years 



Total 



4 

6 

2 

5 

5 

5 

10 

7 

16 

10 

12 

8 

7 



98 



TABLE XXI. 

Caasen of Death of Potierds. 



Nervous — Exhaustion 

** Epilepsy 

•' Paresis 

** Apoplexy 

" Typbomania 

•* Paraple^a 

** Hemiplegia 

•* Locomotor Ataxia 

•* Cerebral softening 
Respirator}'. — Phthisis 

•* Pneumonia 

Gangrene 

•* Bronchitis 

Circulatory.— Heart 

Digestive. — Diarrhoea 

«• Enteritis 

•* Dysentery 

Carried forward 

•i^^— ■ ■ ■ 



18 
10 

3 

*2 

1 

1 

1 

1 

1—38 ., 
23 

.') 

I 

1—30 ;| 

6— 6 ij 

3 il 

3 'I 

1- 7 il 

! I 

81 J! 



Brought forward 81 

; Genito- Urinary. — Bright's Disease. 6 
" ♦' Ovarian tumor. . 

I (operation^ J— 7 

' I Greneral. — Cancer 2 



Syphilis 



Total 



I— 3 



External. — Gangrene - 1 

•' Erysipelas 

** Abscess 

Other Diseases. — Peritonits 

Accidents —Burn 

* * Injury to head 

Suicides — Result of drowning at- 
tempt 



1 

1— 3 
1— 1 
1 
1— 2 

I— 1 

98 
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TAIJLE XXII. 

Atlmiimifniii, Piwfuirt/t'K and Drathn for each year tdnce 1846. 



vkaum. 



• « • t « « • ' 



IH4T 
IMH. 

»:«»» 

txi«* 



.\i >*■,*■« X >. •: 

•. X- N ^» •• X ■ >» U 

"..MX ^"k'^i X .Ni •! 

■ X.S *!.%. V <* "Xf '. 

lx.4 ^-^-^j X .x •; 

■ v** l;w * X .■"*! '. 

'•X> < \i.f,..-. M^l *\:U '>J«k*s«l %-^ti»-*X •. 

..V . %r% *j N -V ". 

■ iXi t\ ^t«w • X ."»,■. 
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■ j^ "Mv • X N. ■.. 



.X 



II 



I 



AS 


MIRHKl 


VH. 


DISOHABG 

i 


^ES. 


I 


)EATHS. 






• 






• -a 
s 


1 


t 

1 « 


"3 

a 

i£ 


3 i 

& : 

1 


"3 

79 


08 
S 




JUl 


ItfA 


396 


. 133 


1:29 


262 i 


74 




'J40 


•i45 


4U1 


165 


137 


302 


64 


62 




•2W 


2:H) 


4A9 


143 


138 


283 


85 


127 




IW 


1% 


Ml : 


138 


113 


251 


43 


34 




'JIC 


a*i5 


441 


146 


16*i 


308 


37 


43 




H\ 


>i.^4 


49:» 


178 


177 


355 


70 


60 




JTM 


*u 


487 


161 


193 


357 


56 


59 




*JM 
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4M 


131 


152 


283 


80 


110 




itia 
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113 


140 


253 


57 


43 
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173 
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32 
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41 
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149 
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56 
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54 


67 
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52 
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l« 
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68 
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iA 
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4M 


39 


73 
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T5 
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11 
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AW 
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Hi 


4 
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MATRON'S RErORT. 

Aiiu'hi< nuuie hi/ Patient.^ during the Year. 




Womens' Dresses 

" Petticoats 
Muslin Chemises 
C. Fkknnel Chemises 
R. 

C. Flannel Drawers 
R. •* 
Night Gowns 
Stockings, pairs 
Bedspreads, (check) 
" Sheets 
" Ticks: 
FUiow Gases 
" Ticks 
Burlaps 
Bolter Towels 
HiDd " 
Sospenders, pairs 



DIETARY SCALE. 





. fOuttBa. ... 

s l"w"S:..:::: 


a-Si.K... 

1 pint,' '. 
L-a ox.'. . 


m...,. 


.„.„. 


■ 


Sunday 


Pea Bo 


Ifi 


IHOZ 




Beef, silgtiur Darned. 
Potatoes 


Oon-d. MLlk,.,-l-J - 




B?l^i'lu'?Jfr ":!->"■■ 












Pudding )gug„ 1 loj. 

jB^( iSj-mi". 

(¥t>getabl«.i* ".. 




Mond., .. 


Coffeo 

Breadi-Buiwr. 


D rruii.siawei 
Or Apple Butler 


IFInt 




IflM.. 




li OM.-. 






































i™':; 




1 Pint. 

laott.. 








WboawnGrliB... 
eroad— ButMr .. 




Plctlea 

Bread-Butwr 


i-^. 




Potatoes 

Vogeiablee 

MmtonSMw-HuKoi:. 






I Pirn,. 


"T: 




IPlnl. 




„„„ |Bbb( 

Bread-ButWP ., 


Head t^eese. 












Jutler 






a^';; 










\'^.:: 










PotatwB 


HolBHes Cake. 
Bread— Butler. 


















H--JB«dce{B».^-^: 














Hon.. 













ivtm: 








D bruit. Blew od 












Bread— ButWr .. 










i™':: 


lean Soup—Beaiu 

Beer.Bllghtly torned... 




fpiiiT 




OalMeal 

B^ld^uiwr':: 


smoked risH.. 














Taa, 7. 

JomesHc Cake. 


iPiHir 




Brnad— Butler . 


















»™!:: 


Brel Stew— B«t.. 


n<M.. 




1^*- 




MJJ^H 












Bread-BulUir .. 










IPlnL. 


Barley Boup— BarleJ... 






rpiii. 




«;^l|2».: 


Moklee 




1-a OE.. 














IHomlny 




fhuwlay 








^.^^..., 


IMnC" 






r^'. 




DSTull.8lB«ed 

OrApple Bnnor 
Srown^reail.. 




iuftSauue, Bugar 




" ":: 






Potatoes 

VegalablBB... 


i."L 






Bom... 














Satiirany.' 

1. Brea.1 
1. Cabbage, c 


a»-iu«:: 


Vegetables 

Bread Pudding. 


J :::-:'!*.™'-^"':r: 


i.ao. 






»»^^'"»ii;^^;:::i;j'i?;:i::::::::::;::::: 


















W:^:: 




s;;...Hye Bread.,;;: 




Bniad-BuHer... 




la oi. 


!irr.>M, Paraali«, 

Condensed Milk 
covora a poi-lod o 


m. a. T 
Teale 
a qU.; 


be bone la Inoludod' 1 
Inns. ToDiBloes, Been, 
ga. tJx-oa, Sagn, Farina 
the Mfidlcal Buiierlii 
mier, II 11». (tills ^uai 
Mlu for Uie iiurpoM o 


10., are 
Bloe. 

ilyls^ 
t alTord 


eat ration of 1 
umlshad aavt 
Ickens u>d 
8, Sause lor 


relable*; 

S. The 

let}' than 



N. Y. CITY ASYLUM FOK INSANE. 



Wakd'h Island, 
Jaimary 1, 1881. 

HOS. TOWHSEND Cox, 

Pfvxid'^nl Itfyxninie'nt of 

PublU- CharH.i':» aitd Gornfl.mii. 

Sir. — I httve the honoc to forward to yon the customary re- 
port of the operations of the aViove named Institution for the year 
1880. 

The statistical tables which are appended, show, iu the usual forme, 
the details of the Institution's work and the changes in its popula- 
tion. 

Commenciug the year with a total of 1(196 inmates, it terminated 
H with 1150. The adraiasiona have therefore exceeded the deaths, 
£acharges and transfers by .54. This is so far a subject of congratu- 
lation as that it tends to show a diminution in the annual increase of 
the male insane coming under the care of your department. This 
increase, during the past six yeai's (during my own incumbency of 
the position of Mediual Superintendent) has averaged somewhat over 
one hundred a year. The diminution is probably traceable, in part 
at least, to the more i^areful scrutiny of the (ilaims to support by the 
county of those in Itehalf of whom application for admission is 
made, and in part to the improving circumstanceH of the people, 
which at once diminish the occurrence of insanity, and enable those 
having insane relatives to provide for them themselves instead of 
permitting them to become a public charge. 

It is possibly alwi to be partly accmmted foi' (and is tlierefore less 
a snbject of congratulation) by the fact that a certain amount of pub- 
lic distrust of the management of public asylums has been created 
hjthe continued and unfounded attacks of interested individuals and 
irresponsible journals, thus leading to the retention of patients at 
their homes until the possibility of benefit by treatment has passed. 
Though the number of patients coming imder the public care may 
thus be temporarily diminished, the cause must eventually operate 
at the same time to destroy the chances of recovery in the indivi- 
7 
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dual, and to increase the burden uium the c'-ommiiiiity of supporting 
miprodoctiTB, liecause insane, members. 
I The proportion of recoYeries to admissions has been somewhat 

I larger than last jear, and tha.t of deaths to admissions somewhat 
smaller. Of the latter, 6 occurred among patients not insane, but 
sent here while in a dying condition from other diseases, and kept, 
as a matter of humanity, for the few hours that remained to them. 
Fifteen others, also not insane, were promptly discharged as soon as 
their freedom from insanity could be determined. They were either 
similar to the cases just mentioned but still strong enough to bear 
removal, or they were prisoners under accusation or conviction of 
crime who sought to evade its punishment by feigning a condition of 
mental irresponsibility. 

I am unable to repeat the remarkable history of total immunity 
' from suicide and accident which fortunately characterized the asylum 
I during the year 1879. In 1880 there has been one suicide and one 
death by violence. The suicide was that of a patient suffering 
from acute melancholia, was accomplished a few nights after ad- 
mission, and hanging to the bedstead was the means employed. It 
was the first suicide occurring in the Institution for three years and 
four months, an interval of surprising length when the number and 
condition of the inmates, the overcrowding, and the deficiency of 
the number of attendants are taken into consideration. 

The death by violence was a homicide by fracture of the sknll, 
caused by a blow inflicted by one patient upon another. Both had 
been for many years under care of the department (one 16 years, the 
other 5). and being well behaved and apparently harmless, were em- 
ployed continuously at out-door work. While in the ward at meal 
time, one of them, under sudden impulse, seized a stick, used for 
raising and lowering the windows, and struck his companion, who 
had given him no provocation, and indeed was at the time sitting 
with his back turned toward him and reading a newspaper. 

A third death resulting indirectly from a traumatic cause, was that 
of a patient who had the not unusual mania of chronic lunatics for 
swallowing stones, metals, etc. He had more than once required 
treatment for the effects of this propensity, and finally, procuring and 
swallowing a smaU piece of wire, produced injuries to his throat 
which ultimately caused, in conjunction with other diseases, his 
death 
Although the average inorease of inmates of the Institution ob- 



Betred in former years has foi-tiinatelj aot hvnn maintaiued, the 
actual increase (54) has beeu qiiit» sufficient to make much more 
burdensome the overcrowding from whicli we have so long suffered. 
No additional accommodation has bseii provided during the year, 
the completioii of the new wing, ao long in process of erection, hav- 
ing been deferred partly by insufficienny of appiijpriatioiii« aud partly 
by failure on the part of contractora. It is, however, at this date so 
far advanced that its occupation within three months tuny bt^ looked 
for, and still farther relief is promised fi-om the fact that funds for 
the construction of the corresponding wing upon the Eastern side, 
and thus for the completion of the Asylum building according to the 
original plan, have been appropriated by the Board of Apportion- 
ment. At the best, though, these additions, even if they were com- 
pleted now, when they are but fairly begun, would only enable ub to 
provide for the present excess of patients now overcrowding the 
main building and occupying very unsuitable quarters in a building 
borrowed from the Commissioners of Emigration, and which they 
may very shortly, in view of the greatly increasing immigration, be 
forced to withdraw. In any case then the question of provision for 
the natural and usual increase of the number of the insane coming 
nnder care of your Department would be an ui^ent one, and its 
urgency is greatly added to from the fact that contemplated reliefs 
are not yet completed but only in progress, and for some reasons in 
slow progress. I respectfully invite the early attention of your 
Board to this subject. 

While the number of patients in the Asylum has increased, and 
the necessity for care and watchfulness has coincidently increased, 
but in greater ratio, there has been no material increase in the num- 
ber of attendants. Eighty-sis attendants were on duty at the begin- 
ning of the year, while eighty-seven are on dutry- at its close- The 
Mlure tti increase the staff has been due, first, to the reduction made 
by the Board of Apportionment of your estimates of the proper and 
necessary expenses of the Institution, and secondly, to an Act of the 
Legislature, deducting, without discrimination, ten per centum from 
the total of certain salaiies, and it has not been due to any failure 
of your Board in perception or appreciation of the proprieties and 
necessities of the service. Apart from the verj- disastrous effects of 
these curtailments upon the present interests of the Institution they 
forbode even greater evil in the future. The opening of the new 
wii^ will entail an addition to the numl>er of attendants, but such 
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addition is not only not provided for, but actually prohibited by the 
ostensible economiea of which I have spoken. It is to be hoped that 
there may in the future be a more iutelligent appreciation of condi- 
tions, and hence a more adequate provision for contingencies upon 
the part of the two bodies by whom your own estimates of our re- 
quirements are revisable. 

The most regrettable of the immediate effects of this reduction of 
appropriations and its consequent embargo upon your increasing the 
nnmber of employees liaa been the interference with the plans for 
increasing the means of affording employment for the patients. 

These plans have been in process of carrying out since my connec- 
tion with the Institution, the number of patients employed has 
steadily augmented, the number and variety of employments opened 
to them have steadily increased and the prospect of making the Asy- 
lum virtuallT self-supporting has been a not improbable one, and there 
have been the incidental, imd by no means unimportant, benefits to 
the patients' health and comfort, and progress resulting from their 
own occupation and fi-om the removal from contact with them of the 
large number of Workhouse prisoners to whom had been assigned 
a number of the duties about the Institution now performed by the 
patients themselves. 

While progress in this direction has been retarded for the pi-esent 
and threatened for the future, it has during the past year to no little 
extent been made. The number of patients doing a fair day's work, 
in addition to hght duties about the wards, has been increased 
during the year and the increase is mainly in the number of those 
performing skilled labor. At the beginning of the year, regularly 
organized parties of patients under charge of mechanic -attend ants 
were working as Carpenters, Painters, Masons, Plasterers, Tailors 
and Plumbers. The number thus employed has been considerably 
enlarged during the year and in addition, a shoe-shop, tinsmiths'- 
shop and mat-shop, each under the chaise of a competent attendant 
as instriictor, have been opened, while a proposition to open a 
broom factory has been approved hy your Board, and one for 
the removal of the printing olfice of the Department iti now before 
you for action. I tmst that this proposition, too, may meet 
with your approval. A very considerable number of compositors 
and pressmen is comprised among the inmates of the Asylum, and I 
am of the opinion tiiat the work can be prnjierly performeii and they 
advantageously occupied. An attendant with a party of fifteen j 



of fifteen pa- I 
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tieuta has also been ass^ned to the Boiler House aiid Eugine-room 
in lieu of the Workhouse prisouers formerly employed .there, and the 
horses and oxen engaged in farm and other work arg uow driven by 
patients instead of by prisouera. 

Much iias been done by the patients working as mechanics during 
the year in the way of repairing, renovating and painting the build- 
ing ; the Tailors and Shoemakers have not only made all necesaary 
repaira but have done a fair quantity of new work, and the patients 
employed out of doors have done much in the way of grading, road- 
inaking, &c., to benetit the island, and have in addition cultivated the 
farm to better advantage than in any previous year. 

In roun^ numbers the labor-hst shows that the average of patients 
doing a fair day's work is at the close of the year 330 as against 370 
at its opening. And but 68 Workhouse prisoners are retained at the 
close of the year as against 105 at its opening. 

If these few practical facts are at all likely to influence those who 
are empowered to review and alter the deliberate and intelligent 
opinion of your Board as to the monetary requirements of this Asy- 
lum, I trust that you will not fail to bring them to thek attention. 
For myseK 1 believe (and I know the gentlemen of your Board to be 
in accord with me) that the useful and regular occupation of the 
insane, within proper Undts and with due remembrance of the fact 
that insanity is a dh^ease and its victims therefore invalids, is one of 
the most important agents in promoting the comfort of all and the 
progress of such as may by possibihty recover. I believe that the 
number of patients in this particular Asylima who may be protitably 
employed is very far from being approximated, and that it may for 
some time be added to in regular progression just as the corps of 
attendants shall be increased. 

I bold that apart from the benelit to the patients themselves 
(which should always be the first consideration) their labor may be 
made of material profit to this Institution and to the Department at 
large, and that any expenditures howuver Uberal, provided that they 
are well considered, for the purpose of providing skilled instruction 
and supervision and necessary implements and machinery, will result 
is a much truer economy than can be reached by the striking of a 
certain per centage from the w^es of employees already very poorly 
remunerated. 

The entertainment and amusement of the inmates of Insane As}'- 
lums are of equal importance in adding to their comfort and enhanc- 
ing their proljabilities of ret'overy with their employment 
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Out door exercise for those uisable to work has been extended to 
all those who were not confined by BickoeBs to their wards or beds, 
and where it has been possible to trust a patient beyond the confines 
of the several exercise yards that has been done. About two-thirds 
of the patients now walk freely about the island, in CAre of attend- 
ants, during a considerable proportion of each fair day. 

In-doors suitable games are provided, and the quantity and variety 
ot reading matter has, thanks mainly to the admirable system of 
collection and distribution superintended by a Committee of the State 
Charities Aid Association, greatly increased, 

A weekly concert has been regularly given during the cotJer months 
in which patients and attendants have been the performers, and has, 
in my judgment, been of great benefit in relieving the mtmotony of 
Asylum life, and affording relaxation to the patients. 

The services of performers from the city could very readily be 
secured for these entertainments if provisions for their entertain- 
ment other than at the individual expense of officers were made. 
The theatre, ton, should be renovated and refitted, and musical in- 
struments, and especially a piano, provided. Expenditures for these 
purposes and for additional means of amusement in the wards will 
be productive of great benefit to the patients. 

The gentlemen of the Consulting Medical Board of the Asylam 
have responded promptly when their counsel has been required and 
have through their committees performed the usua] duties of inspec- 
tion and of examination of candidates fi>r appointment upon the 
staff of assistants. 

The Special Pathologist and his assistant have (bily performed the 
duties of their department. 

The resident medical staff of the Asylnm has been changed during 
the year by the resignation of the Assistant Medical Superintendent, 
Dr. Wickes Washburn, who had given four years of faithful and valu- 
able service to the institution, and by the promotion of the senior 
Assistant Physician, Dr. Andrew Egan, to the position thus vacated. 
Five assistants also resigned, Drs. W. E. Sylvester, J. A. Anderson, 
J. A. Meek, J. D. Ward, and R. Van Nest (the two latter additional 
appointments) the first named accepting an ajipointnient in the State 
Asylum at Worcester, Mass., and adding another to the list of valu- 
able assistants whose services this Asylum has been forced to lose 
owing to its inability to offer the inducement* and remuneration held 
out by similar Institutions. The vacancies caused by these resigna- 



103 

tious and by Dr. Egan's promotion, have been filled by the appointment 
after the usual examination, of Drs 0. E. Gross, J. S. Ohristison, R 
Stevenson and H. Y. Wildman, who, with Drs. Allen Fitch, Sanger 
Brown and W. E. Dold, continue upon duty at the close of the year. 

The Beverend Fathers Duranquet and Gelinas and the Beverend 
Marinus Willett have added another year to their faithful service as 
Chaplains of the Asylum. 

I have the honor to remain, sir, with many obligations to the gen- 
tlemen of your Board for your prompt, and, so far as your power 
extended, ample, response to my appeals upon behalf of the Institu- 
tion and its inmates, and for continued personal courtesies, 

Very respectfuUy, 

A. E. MACDONALD, 

Medical Superintendeiit. 



i 
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TABLE A. 

Showing Oenet'nl Movemenf of the Popidalion. 



Remaining January' 1, 1880 ; 1,096 

Admitted oaring the year ending Deoeii her 31, 1880 383 

Readmitted " *• •' * 53 

436 

Total under treaUiient 1,632 

Diachai^ 231 

Wed 161 
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Remaining Decemtwr 31. 1880 1, 160 



TABLE B. 

Stand Nif the Aifett itf Patient.^ icho trere Disi'harg*\1 <>»• IHed during the Year. 
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tabiJe'c. 

Shii"i'ii(j llwir OivU Vimililiini. 



HuTiMl I riinRle. i Widower, Totai* 



Mania, acute 

■■ cbroDic 

Melancholia, acutu 

" chronk-.. 

Dementia. primar>' 
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TABLE E. 

fihoving their Rfdiyioun fleti^n. 



Form <»■ Dihiask. 



" chronic 

" recnrreDt 

HelftDchoUa, acuta.. 

'■ chronic 

Dementia, prtin&r;. . 

" seconiw;. 

Amentia, Idioc; 

" Imbedlity 
Paresis, Generate. . 
Not Insane. 

Totil. 



TABLE F. 

Showing their Degree <^ EAwxdwm, 
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TABLE G. 

Shoving fhtfii- Hohiln. 



I'ORH Ut- DlaRASS. ' In 

Mftnia, ticnte 

chronic 

'■ recurrent 
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Deroeatiu, prlniKr; 
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TABLE B.-fcoiUinved.) 
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TABLE L 

Shmmnfi fSntiMi' iff Hfrrditary Trartumimrhr', 
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TABLE K, 

Stowing amditiuit of thoae Duicharged. 
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TABLE L, 

ShowiJig the- LHa&iaiix of Ihoae who died. 
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ALMS HOUSE, B. I. 



January 1, 1881. 

HOK. TOWNSEND CoX, 

Fieffkfenf Dejpartnwnf of 

Public Gharitwa and Corrertioth 

Sir. — Herewith I have the honor to submit my annual Report for 
the year ending December 31, 1880, accompanied by all its necessary 
statistical tables. 

There remained iu Alms House on December HI, 1879 JMI4 inmates. 

There were cdmitted during the year 1S80 1,110 *' 



Making a total of 2,104 

under care, and to be accounted for. Of this number 191 died, 27 
were transferred to other institutions, and 811 were discharged. 
There remained 1,075 in the Alms House on December 31, 1880. 

At no time during the past year have there been standing beds, 
sufficient to accommodate the number of inmates; the hospital 
pavilion about to be erected, by your Honorable Board, will entirely 
obviate the necessity of having beds on the floors of the Male Alms 
House, and will proportionately relieve the Female Building. 

THE NEW MALE BATH HOUSE. 

This beneficial accommodation (with barber's shop attached), in 
addition to the one so generously gotten up through the exertion of 
your Honorable Board, for thiB- female inmates in the year 1879, 
completes one of the grandest improvements ever introduced into a 
public institution. 

I have had fitted up with closets, water, gas, etc., a r<K>m in Male 
Alms House, formerly used as a barber's shop, as a Dispensary for 
male inmates, thereby obviating the necessity of holding the s^me in 
the wards. The visiting and house physicians have pronounced it a 
great convenience, insuring more effective attention to those requiring 
treatment, also enabling them to keep and distribute medicines, etc. 



WASH HOUSE. 

This department as it now atauds does not prove quite satisfactory. 

On Bumming up the number of inmates of Alms House, Asylum for 

Indigent Blind, and the Incurable HoBpital (leaving out individual 

work), I find the average census in round numVters to reach nearly 

1,300. The enormous quantity of clothing and bedding necessary to 

be washed, to allow of a change once a week, swells up to an average 

of nearly fi,000 pieces, which are all done by hand. From the fore- 

(;omg large figure, combined with inexperienced help, I can not rely 

on & regular full weekly change, and facilities in this department not 

being on the most modem baaia, the labor muat necessarily be heavy. 

SUGGESTIONS. 

1 liupe for the honor of announcing in my next Annual Beport, 
the erection of a suitable Cook House, in lieu of the two (2) now in 
ise, which are altogether inadequate for the proper performance of 
the work imposed upon them. With a suitable building centrally 
located, and the proper facilities for cooking, ic, half the help now 
Bttploved would prove ample to perform the duties of cooking for 
both houses, and to keep the building; in a perfect sanitary condi- 
tioa. This reform I most respectfully commend to the kind mju- 
aideration of your Honorable Board. 

The outside walls, fences, etc., have been whitewashed, and these, 
vith the walks and roads kept in a good state of repair. 

The inside walls, ceilings, halls, balconies, etc., of both wiuga, and 
the offices and other appendages to the Institution, have been kept 
iu good order by timely repair. 

POLICING AND FARMING. 

The general policing of the Institution and its grounds, as well as 
the labor required in dining-room, cook-house and wash-houaes, 
carpenters', blacksmiths', coopers', tinsmiths', shoemakers', plast«r- 
era', painters', tailors', and barbers' shops, as well as in sewing-room, 
manufacturing btireau, bath houses, Ac, are performed, with few ex- 
cBptiona, by inmates, among whom there is a large portion of skilled 
labor. The ability, industry and cheerfulness at work exhibited by 
these veteran workers are to be highly commended. 




Tilt! fuvmiiit,' ami ^'ardeiiiiig wre also the labor of another elass of 
iumatet^, under the supervision of a paid foreman. They work well, 
are aubmisHive and obedient, and raise a large amount of vegetables. 

The Rev. Father Hequier, the Reverends W. G. French, — — Blewitt 
and others, have paid their iiHual anreniitting attention to their 
respective persuaeions, by ministering to their spiritual wants. 

The libraries connected. with the Catholic and Protestant missions 
respectively, have been sources of consolation to the inmates, who 
are likewise indebted to the State Aid Association for a liberal supply 
of newspapers and periodicals, which are eagerly and thankfully 
read. 

The frequent ^-isits and greetings of the laditjs of the Flower Mis- 
siijn, the Sisters of the St. Elizabeth Guild, the Misses Wiener and 
othar benevolent ladies, still command the greatest attention and 
deepest gratitude of the inmates. 

The supplies furnished during the year have been regularly received, 
and of good quality. 

Doctors Tufl's, Westfalls and Crook ofBciated at intervals during 
the year as bouse physiciana, under the instructions of their res- 
pective visiting physicians and surgeons, and have been very attentive 
to the sick under their care. 

The officers and employees under my charge, I am happy to add, 
performed their many duties well, and hav^ assisted materially in 
promulgating and carrying out my orders. 

In conclusion I would once more tender my thanks to your Hon- 
orable Board for their uniform kindness, as manifested towards m^ 
during the year. ^^M 

I am, Sir, very respectfully, ^^H 

M. VOUGHT. 

Warclsi: 



11 



o 



STATEMENT 

Shoioijig the number of inmaieH in Ike Alms Houne, December ?1, 1879, the 
number received during the year 1880, the num})er dUchaiged and died 
duHng thaJt period^ and the numJbei^ remaining December 31, 1881. 



Number of inmates remaining December 31, 1879 994 

Received from Commissioners and Superintendent of Out- Door Poor during ( j ^^^ 
the year f ' 

From other Institutions 34 

1,110 

2,104 

Discharged during the year 1880 811 

Transferred to oUier Institutions 27 

Deaths liH 

1,029 

Number of inmates remaining December 31 , 1880 1,075 

Males 6n 

Females 524 

1,075 

Natives 91 

Foreigners 984 

1,075 
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Nativities of Inmates, 



Nativities, 



United States.., 

'Hand 

ADgiand 

Scotland 

Grermany 

Canada 

Italy 

France 

Other Countries 



Total. 



Men. 


Women. 


Total. 


76 


61 


137 


275 


473 


748 


28 


10 


38 


18 


6 


24 


91 


33 


124 


3 


4 


7 


7 


1 


8 


5 


• • • 


5 


12 


7 


19 


515 


595 


1,110 



Causes of Pauperimi of Invwiea. 




Men. 


TVomen. Total. 

1 


Vagrancy 

Blindness 


15 
22 

24 
41 
25 

388 


10 

12 
3 
S 

bi 

26 

471 


4 
?4. 


Idiocy 


3 


Lameness 

Old Age 

Sickness 

Destitution 

Total 


?2 

1 ^^ 


515 


595 l,li0 




• 
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Cifijisifirofion of Aqfs of Inmatt^a of Alwn Houi^ when admitted. 



AiJKS. 



l^lwetMi !.'» and 20 veal's 
20 •• 30 * " 
30 " 40 • 
40 •* ."»U 
50 •• 60 '• 
00 '• 7«» 
70 •* M) 
s«» '• !I0 
IK) •' 100 •• 

Total 



• 


Men. 


Women. 


Total. 




• ••••••••• •• 

6 


3 

15 

35 

54 

121 

190 

126 

39 

12 


3 

21 




84: 


69 




7tl 


124 






211 




19 ; 


383 




97 

. . . •. 23 


223 
62 




2 


14 










515 


595 


1,110 







There were One Hundred and Ninetif-itne Deaihi^ during the year 1880. 



(.'AI'SES. 



.\ii(Hirism of the Aorta 

Afute Alcoholism— Asthenia 

Aortic Mitral Stenosie — Senectus 

Acute Diarrhcea 

Ante Mortem ^eart— Asthenia 

Auiemia — Asthenia 

Bright's Disease 

Croupous Pneumonia 

Cerebral Softening— Apoplexy — Asthenia 

Catarrhal Phthisis — Pneumonia — Astlienia 

Capillaris Bronchitis 

Coroner Cases 

Chronic Diarrhoea— Bronchitis 

Rheumatism and Phthisis 

Canliac— Dilatation left Ventricle — Coma 

Cystitis— Asthenia 

Cutaneous Erysipelas- Senectus 

Chronic Parenchymatous— Nephritis 

Diarrhoea — Enteritis .* 

Disease of Heart 

Dysenterj* 

Dement.a — Chronic Diarrhoea — Asthenia 

Kmlx>lism — Cerebral Softening 

Epilepsy 

Emphysema — (Edema of Lungs — Asihenia 

Fatty Degeneration of Heart — Asthenia 

Hemiplegia— Coma — Asthenia 

Hypostatic Pneumonia — Asthenia 

Mitnil Regurgitation — Asthenia 

P(»ricarditis — Astlienia 

Hernia— Asthenia 

Heart Disease 

Phtliisis Pulmonalis — Chronic Diarrlnf^a 

Pnt*umonia— Phthisis— Asthenia 

Pleurisy — Asthenia 

Passive Pulmonar>' Congestion 

Senectus — Asthenia . . T 

Total 




4 
1 
4 
6 
3 
5 
8 
5 
1 
1 

• • 

2 
1 
1 

• • 

5 
2 
2 

4 



1 

4 

• « 

2 
1 

13 
6 
2 
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3 
4 
1 
2 
5 
2 
5 
5 
2 
1 

• • 

I 
1 
3 

* • 

1 
I 
1 
2 
1 
2 
5 
2 
3 
1 



17 

4 
3 
1 

7 



1 

2 

4 

4 

1 

3 

8 

2 

6 

11 

5 

10 

13 

7 

2 

1 

1 

3 

4 

1 

1 

6 

3 

4 

5 

2 

6 

3 

7 

1 

2 

1 

30 

10 

5 

1 

16 



92 



191 
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Inmates q/' (Jvt^ Alms Hou.^ setU /<> Clwrifjf IlospUaJ (hn-inij f/ir t/mr LSHi). 



Their Return and Dkaths 



Men. Women . Totai.. 



Remaining in Hospital Dcceinl)er 31, 1^<79 
Sent to Hospital during the year 18^0 



Total 






jO 



11 



Discharged during the year 1880 
Died 



t( (( (4 (( 



Remaining in Charity Hospital December 31, 1880. 






UfaliuitieH of Inmat^^ of the A/ms Hoitse irho Died r/urinc/ the year 1880. 



Countries. 



Men. Women. I Total. 



Uuited States . . . 

Ireland 

England 

Scotland 

Germany.*. 

France . 

Other Countries 



Total 



12 


mm 

t 


V.t 


4» 


()() 


115 


3 


2 




3 


1 


4 


'19 


13 


42 


1 


2 


3 


2 


I 


3 


<)<» 


!>2 


191 









dumber of Inmatetf from other Inxtitations received iidit fh^ Alms Hoitse 

during the t/ear 1880. 



Institutions. 



Men. , Women. Total. 



Lnnatic Asylum 
Ward's Island . . 
^Magistrates 



8 



B 



Total 



16 



7 


ir> 


."> 


7 


H 


12 



18 



34 



Number (f Inmates trawffen'ed from Alm.^ House to ofh^r /n.^j'tidions. 



Institutions. 



Men. ' Women, i Total 



* unatic Asylum . 
Iiarity Hospital 
andfi^'s IsJand 



13 
1 



I 

5 
1 



20 
(i 
1 



Total 



14 



13 



27 
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•f himaifA and Hefp iireiivd fruiu Work- Htivnn Juring the year 







Men. 


w„.... 


T 


RemaliiliiK in Aln.a House December 31. IB79 


14 
122 


64 

536 










«. ,. 






136 


5»Q 
530 




K"^ "..'":::::::::::::::: v'l "■! 











Tlemttii.ing DecemMr 31, 1880 


" 


GO 





Admifiiionji, Dinnhargen amd Draihi' in Almn Hot/ne for 1880, 
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Dumber 


M 
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132 


3* M 


M 


3 


4fl 


J<8 


1^ 






Toua 


»»> 


5M 


IIT 


MS 


1W,3S9 


**» 


m 


Yaa 


888 


M 


» IG 


IT 



TAL FOR INCURABLES, B. I. 



January 1, 1881. 

« 

Hon. TowNSEND Cox. 

President DepaiimeiU of 

Public Chariti/es and Correction, 

Sir. — I have the honor to submit herewith my Annual Report and 
records of the Hospital for Incurables, for the year 1880. 

This hospital is practically a home for the aged poor suffering 
from chronic complaints, some of whom are bed-ridden. Their wants 
are carefully attended to by orderlies and nurses ; 'they are visited 
daily by the House Physician, and everything is done to contribute 
to their comfort and health. 

During the past year new storm-sheltered front passages have 
oeen added to each pavilion, the front of the buildings and the fences 
have been painted, everything has been kept in excellent order and 
repair, and the strictest sanitary rules have been enforced. 

The patients are indebted to ladies who visit the Institutions for 
a liberal supply of papers and periodicals, and have been enlivened 
by the benefactions of the Flower Mission. 

The clergymen of different persuasions have been constant in their 
ministrations tc the patients during the year. 

Very respectfully, 

M. VOUGHT, 



Warden, 
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StcUenmif of Hoi^pUal f&i* Incurables. 



Number of inmateR remaining December 31, 1879 104 

*' received during tiie year 1880 38 



(( <( 



142 



Discharged daring the year 1880 4 

Diwi *' " *' 33 



37 



Remaining December 31, 1880 

Men 52 

Women 53 

— 106 



105 



Natives 9 

Foreign 96 

— 105 



Natiintiett of Inmatea admiUed to HoH^\NaiivUie8qfInmateAiGfthe Hospital for 
pit<d for Incurables, Incurables who have died. 



Ck)UNTRIE8. 

1 


Men. 


United States 

Ireland 


3 
9 


Germany 


1 


Scotland. 




Bnerland 


1 


Denmark. 


1 






Total 


15 



Women. 



3 

15 

2 

2 



Total 



6 

24 
3 
2 



23 



38 



Countries. 



United States 

Ireland. , 

England 

German v.. . . . 

Scotland 

Nova Scotia. 



Total. 



Men. 


Women. 


1 


1 


7 


15 


3 


2 


1 


1 


• • 


1 


• • 


1 


12 


21 



Total. 



2 

22 
5 
2 
1 
1 



33 



Ages of the Inmates of HospUalfor Incurables admiUed during the year 1880. 



Ages. 



Between 40 and 50 years. 



<< 
it 



50 
60 
70 
80 
90 






60 ** 
70 ** 
80 *' 
90 
100 






Total 



Men. 


Women. 


1 


3 


3 


• • 


3 


5 


3 


7 


3 


5 


2 


3 


15 


23 



Total. 



4 
3 

8 

10 

8 

5 



38 



?re Tkirly-ihree Deallw in Ihi' ffowpUal /or JncvraUes during the 
year 1880. 



Diseases. 


Mbn. 


WOHBN 


Total. 


-Senectus 


a 


5 

i 

1 
i 

2 








Phthisis— Asthenia 




f Kidneys— Asthenia. 


















































12 


21 









Otis, Discharges and Deaths in Hospital/or JncurahUa for 1880. 
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ASYLUM FOR INDIGENT BLIND, B. I. 



January 1, 1881. 
Hon. Townsend Cox, 

m 

Sir. — ^I Lave the honor to submit herewith Ammal Ilei)oii; of the 
Asylum for the Indi<^ent Blind, with the necessary' statistics. 

Two wards in the male and two wards in the female wing of Alms 
House are allotted for this Asjluni ; they are under the care of com- 
petent and careful orderlies and nurses, who attend to all their 
wants, and make them as comfortable as their unfortunate condition 
will permit. 

The general health of the inmates during the year has been good. 

Very respectfully, 

M. VOUGHT, 

Wardefn, 



Statement of Asylum for Indigent Blind admitied duri/ty me year 1880. 



Number of Inmates remaining Decemoer 31, ]879 84 

«* *• ♦* received (luring the year 1880 21 

105 

Numl>er of Inmates discharged during the year 1880 15 

♦ ' *« *« who have died " " '* " 7 

22 



Remaining December 31, 1880 83 

Males 42 

Females 41 

83 

Natives 6 

Foreigners 77 

83 
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Natiw'lies of Inmates of (Jie Asylum admiited dunng the year 1880. 





Countries. 


Men. 


Women. 


Total. 


United States 


3 

ll 
1 
1 


5 

• • 

• • 


3 


Ireland 




16 


En£:land 




1 


Germany 




1 








Total... 


16 

1 


5 


21 







Ages of Inmates of the Asylum admitted during the year 1880. 



Ages. 



Between 30 and 40 years 
40 ♦♦ 60 ♦' 
60 " 60 ♦' . 
60 " 70 " 
70 " 80 " . 
80 ** 90 ** , 



Total. 



1 

Men. 

! 


Women. 


• 4i 

Total, 


. • 


1 


1 


7 


• • 


1 


6 


1 


6 


4 


I 


5 


• • 


1 


1 


• • 


1 


1 


16 


5 i 


21 



There wei'e Seven Deaths in the Asylum during the year 1880. 



Diseases. 



Coroner cases 

Cystitis 

Emphysema — Asthenia 

H}'po8tatic Congestion of Lungs 

Phthisis Pulmonalis 

Pneumonia — Asthenia 



Toti«^l 



Men. 


Women. 


Total. 


1 


• • 




1 


• • 




• ■ 


1 




1 


• ■ 




2 


, , 




« • 


1 




5 


2 


m 

1 
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JdnUisUnu, iHiehatgis and Deaths in Asylum for 1880. 

' ' ' ' 



February 

Maroh 

AprlL 

May. 

June , 

• *^»f ••••••••••■•••••••■•■•••••■ 

▲UgUBt. 

September 

NoTclknber 

December 

Total 



ADMUBIOMB. 



DUOHABOBB. 



d 



s 

3 



16 



d 
S 
I 



s 

3 



6 

> 

I 



1 
1 



• 



1 

3 
8 
3 

4 

• • 

8 
1 






1 
8 

4 
3 

4 

• • 

8 
1 



19 31 



1 
1 
1 
1 
3 



d 

9 

B 



1 

3 



10 



► 
«8 



d 

& 



1 
8 
1 
3 

4 




8 i| .. 



1 
2 



i! 



1 

1 



I • • < 



3 ' 3 



14 ! 16 



2 
1 
2 



2 
1 
2 



REPORT OF MEDICAL BOARD 

ALMS HOUSE AlfD WORKHOUSE HOSPITALS. AVB THE HOSPITAL FOK 

mcv&ASiss. 



Hon. T()wsbbso Cos, 

I'rMiderU Departrruint of 

Piiblin Charilii-K aitd Corr&iion. 

Silt. — I respectfully submit to your Honorable Board the following 
report of the above Institutions for the year 1880; 

WOHK-HOrSE HOSPITAL. 

AdmigGiona ilnringyear IHBO 552 

Diacbar;^ ■' " " 538 

Dpaihs 33 

Of patients either discharged or remaining in tha HoflpitALat tfa« dose 
of the year were : 

OiTfd 3M 

[miJTOVpd 193 

Unimiiroved 81;,, 

Total 55! 

DiBperiBUO'lH'li'^"!"'"^'^ iluring tSHO 4040 

The hospital wards, one for males and one for females, contain 20 beds 
«acb. In addition to tlie wards a cell containing 14 beds ha« been ^pro- 
pria.ted tor the use of patients on the male side of the House who are too 
rack for work but are not sick enough to require constant supervision, such 
&B they would receive in the Hospital itself. On tlie female side two cells, 
each coutaininy 4 beds, have been set aside for a similar purpose. 

The condition of the Hospital has been satisfaotory. The members of 
the House Staff have been faithful in the performance of their duties. 



• 
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Tile Uuuuc! Pbysiciftii (Mills attDotimi Ut tlie iir(,'(?iit ueed of another none 
on the female side of the Hospital. At present there are two nurseB, wlw, 
in (tdtlition to their attendance on the ward and " aick ceHa," have to give 
out tlu-ee times daily the remedies preweribed for diapensary patients, who 
numbered, during the year, 2.045. On the male side, tiie work of dispens- 
iug medicines is performed by a competeut assiHtant, and not by the order- 
lies. The over-work thus imposed un tlie present number has alreadj 
affected their health. 

The full statiBtical statement of diseases treated, discharges, &&, pre- 
pared *by Di*. Howell, House Physician, will be found appended to J 

report, 

ALMS-HOL'SE UUSl'lTAL. 

AilmisMiuus daring j uur IBMO , , . . 

Discharges 

DeaUis 

Number at cases treated in the Dispenaary 

■■ vlBits to Out-Wurda 

The eslremely large percentage of mortality in this Institution, as ooilP 
pared with the number of admissions to the Hospital, arises from the fut 
that many are cases of dLs-'easeB which rapidly prove fatal in people of ad- 
vanced age, and which occurs before there is time to remove the potiente 
from the dormitoriew to the Hospital, and many are oa-ies of chronic dis- 
eases which had already completely disabled the patients before admission 
to the Alms-liouse. The large number of patients treated in the Dispen- 
sary during the year (ti,80l.l), and the number of visits which the House 
Physician waw called on to make to the dormitoi-y wards (1,820), show that 
the number of admissions to the Hospital represents only a very small pur- 
tion of the total amount of sickuesa in the Institution. 



The improvements to be noted which have been made in the Hospital 
are the.lltting up of ja. cunuinodious Dispensary on the' male side, and the 
approprip,tion of the abandoned Maternity Pavilions as Hospitals for the 
female patients. The Jatter leaves nothing, to be desired in the way of hos- 
pital accommodation.; It, is greatly to be regretted that the constraotion of 
the hospital building for the males has been postponed. The want of wat» 
supply, water-closets, baths, and the difficulty of securing efficient ventihi- 
tiou without undue chilling of the wards render the wards set apart for the 
Male Hospital very unlit for the purpose. 



The House Staff has been faithful in the performance of its duties. 
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The Medical Boai'd lina been uoiiipelled to nbaudon the attempt to liave 
a Staff conaiatmg of a House PhyHiciaii and two aHsistants at tliis Hos- 
pital On appointing a second assistant bo much diaaatisfaetion was ex- 
pressed with the service, as its value ilid uofc seem to be great enough to 
repay a phymciaii for speudiiig eigliteeii months in the Institution, that on 
the resignation of a member of the Work-house Staff, the Senior AsBistant 
at the Alma-houHe Hospital was recommended to fill the vacancy, and no 
attempt was made to find another assiMtant for the House Physician at the 
Alms-house. 

So much difficulty was ex-perienued at the last examination in obtain- 
ing a competent Assistant Physician for the Alma-house that the 
Medical Board passed a resolution, which was acceded to by your Hon- 
orable Board, to the effect that in future each member of the House 
Staff should serve half his , period of sei-vice in the Work-house and 
half in the Alms-house. By this change it is hoped that there will 
be DO further difficulty in securing candidates. 

Statistical tables of admissions, deaths, &c., occurring during the year 
18mO in the Alms-house Hospital, prepared by Dr. Crook, House Phy- 
sician, will be found appended to this report. 
HOSPITAL FOR INCCIRABLES. 

NumliiTor ininaU-ji remaining Dee. 31, 79 104 

■' ■■ ■■ receiveil daring year 1880 38 

Total WS 

NumliL'i' of Inmates ill ach urged during year i 

(lied " ■' 33 

— 37 

ivnminiiis Di^c. :(!, 1880 105 

For fm'thfr statistical statement see appendix. 

The drawing of the medical supplies from the drug-store at the 
Lunatic Asylum for Females, instead, as formerly, from Cliarity Hospital, 
has, in practice, been found much more convenient and satisfactory 
than the previous arrangement. 

The attendance, other than medicid, haa been ethcient ui all iit the 
Hospitals. 

Some defects in the organization of the Hospitals have manifested 
theiuselves. The Medical Board are, however, considering them, and 
they, will sueedily be rectified. 

Hespectfully submitted, 

R. VAN SANTVOORD, 

Secretary. 



CITY PRISON. 



City Prison, New "Yobk, January 1, 1881. 

Hon. Townsend Cox. 

President Department of 

Public Charities and Correction. 

Sir. — In conformity with the usual custom, I herewith present 
your Hon. Board my report of City Prisons for the year 1880, con — 
taining statistics of admissions of prisoners, and their dispositioii^^ 
together with Labor report. 

The alterations and improvements made during the year, referre^J 
to in the Labor report, have mainly been performed by prison labo"ar, 
and the only expense borne by the Department was for the materifibl 
used. In glancing over the statistics herewith submitted, it will t>c 
observed that there has been an increase in the admissions to tb^ 
number of 4,490 as compared with the preceding year. In meroan^- 
tile pursuits an increase in business is always hailed with delight ^^ 
an indication of the prosperity of the times ; but to the philantb-XO- 
pist, and those who interest themselves in crime and criminals, 'tb^ 
present exhibit must needs be depressing as showing an increase ^ 
crime. Intoxication and disorderly conduct cases are also on the i^' 
crease, the number sent to the Work House during the year 1880 
for those offenses being 1,760 in excess of the year 1879. 

There were two executions within the year — tHat of Chastine CoX 
(colored), for the murder of Mrs. Hull, and Pietro Balbo (an Italian^/ 
for the murder of his wife — these being the only executions which 
took place here since the year 1876, when Dolan was hanged for the 
murder of Mr. Noe. 

The Doctor's report will treat of the sanitary condition of the 
Institution, 

Respectfully, 

JAMES FINN, 

Warden. 
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IMPBOVEMENTS DURING THE YEAR 

Painting. — Halls, corridors, iron railing, iu male prisoii ; office of 
temale prison, 12 doors, and all the woodwork leading to Magdalen, 
and corridor in female prison ; windows and iron work in prison 
yard, gate at Franklin street entrance, 3 iron gates in yard, counsel 
room, front of boys' prison, and fence around it, iron railings in 
cook-liouse and bread-room, 40 window sashes and 38 skylights, 2 
ventilators, and 18 frames and saslies in new prison. 

Carpenteu Wouk. — Soil and water-pipes covered with pine in 38 

cells in male prison ; wainscoting placed along stairs from 2d to 4tli 

tiers, male prison ; built 77 frames and sashes for cell windows, and 

110 covers for ventilators, and also repaired ventilators, male prison ; 

Constructed 2 large windows on Leonard street side of female prison, 

^nd built stairs fi'om 2d tier of female prison to church room in 

Magdalen ; built a new floor (84 ft. long by 4 ft. wide) on corridor of 

female prison ; also, closets, tables, tfec, &c., have been built ; re- 

pidred skylights, built 40 window sashes for skylights. 

Plumbing. — New water-pipes and a force pump have been put in ; 

^nd water and soil pipes have been repaired ; 3 bath tubs in cells on 

5id, 3d and 4th tiers, have been put in ; repaired water-pipes, bath 

*Cibs, &c., &c. ; placed 2 sinks and croton water in female ten day 

iiouse. 

EooFiNG. — Repaired and painted part of the roofs of male prison, 
^^male prison, and ten day house. 

Ikon Work. — Placed iron bars in 5 skylights, male prison. 

Mason Work. — Plastered walls and ceiling in Magdalen; reset 

pavement in prison yard ; flagged floor of male ten day house, and 

plastered walls; repaired and rebuilt sewer from prison yard to 

franklin street ; plastered ceiling of female ten day house ; repaired 

and pointed up 95 cell windows in male prison, and 11 chimneys ; 

brick floor in kitchen. 

Second District Prison. — Fitted up padded cell for insane cases ; 
repaired roof of office ; built tables, benches, &c., &c. 

Third DiSTRicrr Prison. — ^Built new roof on office, and a new floor 

in office ; repaired and painted roofs of prison and kitchen ; repaired 

water-closet and floor of room ; repaired furnace, new hot air pipes, 

Ac, &c. ; also repaired chimneys. 

%j 




PorBTH DiSTiiJcr PBiHON.^Built a storm lioiise, a Hour iu Doctor's 
office, clotlies closets, 4 partitions in prisou, a, water-closet, wooden 
suuhes for windows, <tc., Ac. ; placed new tia^Bg at entrance ; re- 
paired water-cloaets, water and soil pipes, &c. 

Fifth Dibtiuct Prison. — Repaired water and soil pipes, <fee., &c.; 
enclosed 18 soil pipes with pine. 



City Phisok, January 1, 
Hon. Townsend Cox, 

Frfm€lfiil >/ (lit Bwi'rd of 

Public Charities and Conrction. 

Sir. — The health of the inmates of the pi-ison was excellent dtt 

the past yeai'. There did not occur a case of acute disease amoi^ ^ 
the large number of prisoners awaiting trial. 

There were two executions iu the prison during the past year. 

In the Warden's statistics will be found the number of insane 
cases examined at the prison and transferred to the asylum. 

The means of heating the prison is not sufficient. The only way 
of heating th" prison is by the use of four stoves placed in the hall 
with pipes canier" to the roc-f. This is not sufficient, and on cold 
ilayH the cells are ver^ col'l n^d give rise to many colds among the 
prisi in era. 

Anotlier thing I would respectfully caU the i^ttention of the Boaid 
tn, is the want of a proper room with a good light in the main prisos 
for the physician to examine cases and perform surgical dressings. 
At present the work of the physician has to be done in the main hall 
where he is continually interrupted by the constant passing of pri- 
soners and visitors. One of the present cells could be made to do, 
if the small cell window was enlarged to admit a sufficient quantity 
of hght. 

Repectfully, 

WM. L. HARDY, M. D. 



Beport of City Prisons for t/ie Year ending December 31, 1880. 



DISTRICT PRISONS. 



Number remalDing January 1, 1880 

* * received during the year ending 3 1 at December . 

Total 



Courts 

btate Prison 

Penitentiary 

House of Refuge 

New York State Reform, Elmira. . 

Roman Catholic Protectory 

House of Good Shepherd 

Juvenile Asylum 

Police Courts. 

Work-House, Blackwell's Island. . . 
Commissioners. 

Work-House 

Aims-House 

Bellevue Hospital 

R. I. Hospital 

Charity Hospital 

Homoeopathic Hospital 

Maternity Hospital 

Lunatic Asylum 

Hebrew Society 

State Board of Charities 

Superintendent of Out-Door Poor. 

B^rd of Emigration 

Executed 

Died. 

Discharged. 

Remaining 



Total. 



ti 



n 



In addition to the number received at First District Prison 

There were discharged from Second District Prison 

Sent to Work-House by Commissioners 

Bellevue Hospital ** 

Superintendent Out-door Poor 

Remaining -at Second District Prison December 31st 

Tliere were discharged from Third District Prison 

Sent to Work-House by Commissioners 

Died 

Remaining at Third District Prison December 31st 

There were discluu'ged from Fourth District Prison 

Sent to Work-House by Commissioners 

" Bellevue Hospital " 

Remaining at Fourth District Prison December 31st 

There were discharged from Fifth District Prison 

Sent to Work-House by Commissioners 

Bellevue Hospital 

House of Refuge 

Remaining at Fifth District Prison December 3l8t 

There were discbara^ from Sixth District Prison 

Sent to Superintendent of Oui-door Poor 

Remaining at Sixth District Prison December 3 1st 



<( 



II 



Total 





^ 


' """^ 


• 
OQ 


■ s 


•< 




63 


5 

Eh 


248 


311 


. 8757 


11374 


30131 


19005 


11437 


30442 


7t*4 


■ • 


764 


1658 


265 


1923 


291 


31 


322 


145 


• • 


145 


53 


• • 


53 


• • 


3 


3 


5 


1 


6 


7371 


8414 


15785 


385 


379 


7G4 


9 


10 


19 


202 


139 


341 


• ■ 


1 


1 


5 


1 


6 


1 


1 


2 


• • 


1 


1 


83 


49 


132 


2 




2 


44 


• • 


44 


69 


• • 


69 


34 


• • 


34 


2 


• • 


2 


2 


1 


3 


7625 


2086 


9711 


255 


65 


310 


19005 


114:^7 
11374 


30442 


1«767 


30131 


4377 


1510 


5887 


171 


157 


328 


42 


33 


75 


24 


9 


33 


50 


28 


78 


2598 


938 


3536 


13 


1.. 


26 


• • 


1 


1 


4 


9 


13 


2647 


554 


3201 


51 


32 


83 


117 


64 


181 


30 


15 


45 


901 


148 


1049 


50 


26 


76 


87 


53 


140 


2 


• • 


2 


A 


4 


8 


4 


4 


51 


1 


• • 


1 








C 


29973 




14922 


1 



NEW YORK PENITENTIARY, B. I. 



Wabden's Office, Deteuiber 31, 
Hun. T0WN8END Cox, 

l-'n-wlfiil Hi-paiinmU of 

fiMi'- Oharifw,i ami VorrMio,,. 

Sir — I linvu tlie liouor to submit foi- tlie uousideration of your 
Huu. Bourd my i^i&tli Hmiual report of the operatioue of the New 
York Penitentiary for tlie year enilii^ December 31, 1H80. 

The daily average population of this Institution during the past 
year, compared witli that for the year 1879, shows a decrease of 96 
males and 17 females, total 113. At the commencement of the year 
the population comprised 689 males and 149 females — total 838; the 
admissions during the year were 1,678 males, 280 females— total 1,958; 
and the discharges, Ac, were 1,689 males, 265 females — total 1,958; 
leaving at the close of the year 698 males, 164 females— total 842, 
the daily average for the year being 779, comprising 635 males, 144 
females, which is the lowest point the census of this Institution has 
reached since the year 1872. 

The total expenditures for thf year were $94,382 60, and the daily 
cost of maintaining each inmate was 33 cents and 5-10 of a mill, the 
real net expenses amounting to the sum of $95,446 86. 

The results attained fi-om out-door labof in this Department during 
the past year have been important and deserve especial mention- 
About the close of the year 1879 this Department became aware of 
the determination on the part of your Hon. Board to erect a number 
of new stone buildings for the accommodation of an increasing pop- 
ulation in several of the Institutions ; and in anticipation of the com- 
mencement of their construction at an early day on the first of the 
present year the gangs of quarrymen and stone-cutters were largely 
increased iu numbers, and each gang thoroughly systematized, and 



ISS 

tlie rpRult slinwa Uint the work (uuiigiiotl tn imoli (t'^nu Ii»n Iii>i>)i i>fii 
ried on through the year with extrannliiiary imnr^t', liUHiilun i|iiiiii v 
ing, cutting and preparing Htoii«, nufllciniit for llic milirn ommtr i'^ 
tionof the new laundry bniMiiiK'<'t (Hiurity HiNpiliil luiJ Cmli llniiHH 
"building at Penitentiury, both of wliicli hnililiiiUH iiik mifm-l. In li>irtllii 
30 feet ID width and two storiuH liigli, 'lU iinituniNi ipiiiiilll) 'if nioli 
face building stone, water ttiblr-, door and wiixhiw nilU, iliior mid 
window liiiteln, door and window jiiiiibs, itorm-r MtonnH, Hi-i,, an* now 
on hand in the stone yard ready for iiw* wIimhovit rii*nr|tti| for ri'palpn 
to old buildings or fhe contitruction of new oiixn. TIih iiimkllliHl 
labor gangs which were organ i/.i^d to aHMiHt in IJic i''riii»tril«lloii of 
buildings have been kept buHy throughout thtt yfliir, itriil Uav bimii 
the means of saving the city much ex]>eiiiM) an it In k wmII known fai*!, 
tliat since these gangs wer^ orgitni;ie<l coiitractw f/ir dojiig work f'>r 
the Department liave been takijii ut](«ai*t 2^> pt^rituut. tmliiw tliM uiumi 
prieea. Besides the out-door labor whj'^li haM Iman i^arr^Ml kji mii 
■dnotageously to thi>t T^partmeiit, our Mho|i<« ItMvtr »frf Ijiwti i tlf, 
be nedtaiiics there employiMl have tloiw thfir mUnrti of intufT, luui 
fte ]iaiin£ictiiriug aud Bej^aJr D«;pariw«HlM Imcc lonmA 'wt Mly mt 
■odi voriE *fl heretofore, a* wil] Iw mmu \iy riAtrriini t" Um I^juv 
terfy lAbor Beports o< tltui Uep«ii»«Bt. 

The s^vteai adopted b; tlw Board ui tim latbtr fiart «f titm jam 
MSI, flfo^iicniag paid ottecn onl/ in Ottird ftuvU ha» ytm^ to 
aad — Hrf»f*n>y«b— lh*«M<yi*w«,iM4 » >^^ 
fa>Mat | W llEMf 
■dKDkyartBotfHwe the fdl «f MW, whM ttit > f i* uw mmA irt» 
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The sanitary condition of the Prison throughout the year has been 
excellent, no contagious or infectious diseases having made their ap- 
pearance, and the death rate has been exceedingly small, seven deaths 
only having occurred during the year. 

The Chief of Staff of Charity Hospital and his Assistants who were 
from time to time detailed to our Hospital Wards, have been unre- 
mitting in their attentions to all those requiring medical treatment. 

The discipline of this Institution which has been so much admired 
by Officials connected with other Penal Institutions and by people 
generally who have had occasion to visit the Island, has been main- 
tained intact, and it affords me much pleasure to state that the 
officers and employees generally have discharged their duties in a 
faithful and efficient manner. 

Religious services * have been regularly held on each Sabbath 
morning and afternoon during the year, and the Chaplains of the 
Department have visited the Prison on secular days, offering advice 
to every inmate, and freely performing such ecclesiastical offices as 
might be proper for any who might ask to receive them. 

I take this occasion to renew my thanks for the continued support 
and confidence received from your Hon. Board and for the kind con- 
sideration extended to me by each Commissioner individually. 

Respectfully submitted, 

JOHN M. FOX, 

Wardm. 
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TABLE A. 



jSIvoxm tne number of Male and Female Convicts remaining on Det^mher S, 
1879 / hmv many have be/^n Received, Discharged, etc., during the year 1881 ; 
also how many are Remaining December 31, 1880. 





Males. 


Fem;i 
From ( 


lLES. 


• 

5 

o 
H 

838 
[ 1958} 


i 

. 'A 

490 
121* 

1701 

1218 
3 

• • • • 

4 
1225 

476 




Penitkntiary. 


From Courts. 


Courts. 


• 


^ 


White. ! Blaclc. 


White. Black. 


Fore 


Kemalninir December 31. 1879 


663 1 26 
1617 58 
3 


135 


H 


348 


Received from Jan'y 1 to December 31, 1880 
Boi>n 


257 ; 22 

1 1 


747 




393 






I m prisoned . . .* 


2283 

1623 
2 


84 


36 


2796 


1095 






Dlscharired 


59 


240 
2 


21 


1943 

4 

. • • • 

7 


726 


i^tTuoned 


1 


Escaped 


* 1 . • 

1 

5 1 


1 

•A 1 
2 




Deceased 


■ • • 

3 






• • 

59 




21 




Total discharged 


1630 
653 


244 


1954 


729 




1 




5^nQalnlng December 31, 1880 


25 


149 1 15 


842 


366 



TABLE B. 

Statem^^nt of Convicts Received from January 1 fo December 31, 1880, 



Months. 



^^rch 

r^^e 

i^^:y 

-r^l^tember. 
V^^tober.... 

^^cember.. 
Total 





Males. 


Females. 






White. 


Black. 


White. 


Black. 


Total. 




148 
120 
125 
109 
119 
136 
145 
118 
144 
139 


7 
5 
6 
6 
3 
2 
4 
1 
2 
6 
9 
8 


17 
16 


3 

1 


175 




H2 




19 5 

21 2 

20 1 .. 

22 i 3 
17 2 

23 2 
26 i 

31 1 

24 2 
22 


154 

138 




142 




163 




168 




144 




172 




177 




116 
201 


151 




•^32 










1620 


58 


268 


22 


1958 
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TABLE C. 

Slalcment of Gonvietfi Diavhanjcd from Jan. 1 io Dec 31, 1880. 



January . 
February , 
March . . . 

April 

May 



June 

July 

August . . . 
September 
October . . . 
November. 
Deceinl)er. 



Months. 



Total 



M. 


\LKS. 


Females. 


1 










Total 


Wliite. 


Black. 


Wiiite. 


Black. 




lo6 


4 


25 


1 


186 


122 


3 


28 


' 1 


151 


148 


7 


23 


1 ^ 


185 


147 


2 


18 


1 2 


169 


1 4 


9 


14 




148 


114 


5 


15 


1 


1 .55 


138 


7 


16 




i(;3 


131) 


6 


17 




163 


150 


5 


21 




184 


138 


4 


25 


^ ^ 


167 


124 


V 


20 




147 


124 


5 

59 

1 


22 




153 


163i) 


244 


21 


1954 



TABLE D. 

Variations in the Genaa^ daring tlie year 1880. 



Months. 



January . . . 
February. . . 

March 

April 

May 

June 

July 

August 

September . 

October 

November. . 
December . . 

Total 





Highest. 






Lowest. 




Males. 


Females. 


Total. 


Males. 


Females. 


Total. 


692 


15i 


844 


6.7 


'41 


813 


698 


144 


839 


665 


1 1:9 


7:'7 


693 


133 


1 8-'2 : 


654 


124 


778 


659 


129 


• 784 


616 


118 


75.) 


631 


135 


764 


593 


128 


724 


636 


140 


776 


60! 


130 


733 


643 


146 


787 , 


(-16 


1-11 


760 


656 


154 


810 


61)3 


142 


754 


616 


155 


770 


58^ 


150 


730 


616 


162 


772 


5n7 


152 


738 


630 


169 


798 


577 


159 


737 


678 


178 


842 


598 


162 


763 


78H8 


17W7 


9608 i 


7360 


1676 


9177 
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TABLE E. 

CUissifies tlie A(jes of Convicts. 



Ages. 




Males. 
9 


Females 
5 


Under 15 years 


• • • • 


From 16 to 20 


years 


452 


19 


" 20 " 25 




423 


49 


♦* 26 " 30 




V'50 


. 51 


" 30 " 35 




! 1S2 


38 


•• 35 *' 40 




' 14i 


44 


u 40 li 45 


ward. 


1 101 


24 


Carried for 


, 1559 


230 



Total 

14 
471 
472 
301 
2i0 
186 
125 

1789 



A(iES. 



Males. Females i Total. 



liroufijlit forward. 

From 15 to 50 years 

•' *0 "55 " 

" .V) " <0 *' 

" 60 " 65 " 

Over 65 



Total I 1678 




TABLE F. 

Shotvs the Ediicalion of Convirfs. 



TABLE G. 

SJiOH's Social Condition of Convicts, 



Education. 


Males. 


Females. 


Total. 

157'. 
122 
263 

1958 


Social C oxdition. 

i 


Males. 


females. 


Total. 


Read and Write .... 


1433 

1 48 
. 197 


140 
71 

66 


Sinijle 


1195 

456 

27 

1678 


74 
117 

89 


1269 


Read., 


'Married 


573 


Uneducated 


Widowed 


116 




i f(>tal 

1 




Total 


1678 


28.) 


280 


1 958 



TABLE H. 

Shotvx the numIxT of times Convirts received have }>een comniitted. 



Times Committed. 



First time 

Second time 

Third time 

Fourth time 

Fifth time 

Sixth time 

Seventh time , 

Eighth time 

Ninth time and upward, 



Total 



Males. Females. 



1172 


199 


1371 


:j30 


44 


374 


124 


17 


141 


34 


10 


44 


10 


5 


15 


• > 


5 


8 


2 


• ■ • 


2 


1 


• 


1 


2 


■ • ■ 


2 



1678 



280 



Total. 



1958 
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TABLE I. 



Onrnea Committed by Convicts received dvjing the year ending Dec. 31, 1880. 



Crimes. 



1 1 






(I 






Petit Larceny 

attempt at 

from person 

and assault and battery, 
Grand Larceny 

attempt at 

from person 

Assault and Battery 

'* " '♦ Indecent 

Assault 

" felonious. 

Burglary, 3d degree 

♦' 3d '• attempt at 

Forgery, 3d " 

Indecent exposure 

Embezzlement 

Malicious mischief 



Receiving stolen goods. 



(( 



<( 



( ( 



attempt at. . 
Carrying burglars' tools 

" concealed weapons 

False pretences 

Cruelty to animals 

" " children 

Attempt to rescue a prisoner 

Keeping a gambling house 

" disorderly ** 

Manslaughter, 4th degree 

Escaped convicts 

Children 

Assault with intent to steal 

Bigamy 

Petit larceny by trick and device. ... 
Obtaining money by trick and device 
Found concealed with intent to steal, 

Selling obscene literature 

Attempt to steal 

Violation Military code 

' * excise law 

Seduction 

Perjury 

Violation lottery law 

Extorlion 

Sodomy 

Secreting goods 

Abortion 

Robbery, 1st degree 

Arson, 3d 



( ( 



Total. 



Males. 



21 

21 

4 

20 

8 

2 

336 

11 

13 

7 

30 

4 

2 

10 

20 

II 

14 

2 

4 

2 

9 

2 

3 

3 

1 

2 
1 
9 
24 
1 
5 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 



Females. 



1678 



173 

■ • 

15 

• • 

38 
1 
4 

18 

• • 

1 
1 



3 



3 



5 
1 
2 



I 
2 
2 



280 



Total. 



1235 
21 
36 
4 
58 
9 
() 
354 
11 
14 
8 
30 
4 
2 
10 
20 
13 
17 
2 
4 
2 
9 
2 
10 
3 
1 
3 
2 
1 
14 
25 
3 
5 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 

1958 



^ABLE J. 



Nativities. 



Gives the Nationalities of the ConvictH. 



United States 

Ireland.. 

England 

Germany 

France 

Canada 

Switzerland 

Italy 

Russia 

Austria 

Scotland 

Poland 

Australia. 

Carried forward . . 



Males. 


Females. 


Total. 


1112 


■ 
99 


1211 


281 


142 


423 


71 


11 


82 


105 


21 


12« 


21 


1 


22 


17 


1 


18 


4 


■ • • 


4 


19 


• • • 


19 


4 


• • • 


4 


5 


• • • 


5 


11 


5 


16 



6 
1 



1657 



280 



(> 
1 



1937 



Nativities. 



Brought forward. 

Cuba 

China 

Norway 

Denmark 

Sweden 

Holland 

Hungary 

Greece 

Finland 

West Indies. 

Spain 




Total 1678 



Females. 



280 



Total. 



1937 
4 
1 

5 

I 

* 

2 
1 
1 
2 
1 
1 



280 1958 



Terms. 



TABLE K. 

Shoivs the Termn of Commitments of Convicts. 

Terms. 



20 days.., 

1 month 

2 

3 

4 

5 

6 

7 

8 

9 

10 
11 

1 year 

1 "and2mths 

Carried forward . 



Males. 


Females. 


Total. 


1 




1 


304 


34 


338 


154 


19 


173 


343 


58 


401 


.101 


13 


114 


241 


26 


267 


327 


50 


3/7 


• ■ • 

4 


• - • 
• 


• 

4 


7 


• • • 


7 


4 


» ■ • 


4 


• • • 


1 


1 


133 


31 


164 


• 
• • 


1 


1 


1619 


233 


1862 



Brought forward . . 
1 } vears 

n ' " 

2 *' 

H " 

3 '* 

4" " 

4 '' '.I'.y.'.'.y. 

5 " 

10 ♦* 

Children 

Total 



Males. 


Females. 


1678 


280 


1 


• • ■ 


22 


4 


8 


13 


14 


4 


5 


7 




2 




3 




3 




1 
•J 




it 
2 


9 


5 


1619 


233 



Total. 



1852 

1 

26 

21 

18 

12 

2 

3 

3 

1 

3 

2 

14 

1958 



TABLE L. 

Occupation of Female Convicts. 



Artificial flower maker 1 

Cooks 15 

Cigar maker 1 

Children 5 

Cloakmakers 2 

Domestics 133 

Dressmakers 11 

Housekeepers 68 



Carried forward 236 



Brought forward 236 

Laundresses 15 

Midwife . 1 

Milliner 1 

Operators 5 

Seamstresses 14 

Tailoresses 5 

Waitresses 3 



Total. 



280 
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TABLE M. 

Ocrupafion^ of Male. Con victs. 



Agents 7| 

Auctioneer 1 

Accountant 1' 

Apprentice 1 

Awning-maker 1 

Brass-flnisbers 10. 

Boatmen -Jl| 

Butchers 411 

Bootblacks 141 

Bakers :... 24 

Barbers 17 

Blacksmiths 2o 

Blacksmiths' helpers 3 

Barkeepers 14 

Bookkeei^ers 8 

Box-makers 10 

Bronzer 1 

Brush-makers 2 

Brick-layers 10 

Bag-makers 2 

Boat-builders • 

Basket-maker 

Brick-maker 

Boiler-makers 

Bookbinders 

CJopyist 

Copper-smith li 

Carvers 4| 

Clerks 49: 

Car])enters 47 

Cooks 45 

Cigar-makers 25 

Children 9 

Cooi)ers 16 

Canvasser 1 

Confectioners "> 

Coachmen G 

Cabinet-makers 3 

Carriage-makers 4 

ComiK)8itor 1 

Contractor 1 

Chair-makers 5 

Caulker 1 

Drivers 174 

Dyers 4! 

Driller 1 

Druggist 1 

Dock-builder 1 

Errand boys 5 

Engineers «"> 

Engyaver 1 

Firemen 2:j 

Farmers 12 

Frame-makers 3 

Gardeners 17 

Gilder 1 

Glove-maker 1 

Glazier 1 

Hatters 1 •'> 

Hostlers 10 

Harness-makers 4 

Horse-shoers 8 

Hair-8i)inner 1 

Interpreter 1 

Iron rail maker 1 

Junkmen 

Carrried forward 744 



Br< ught forward, 

Jowelors 

Janitors 

Japanner 

Last-makers , 

Laundrymcu , 

Liquor dealers , 

Laborers 

Longshoremen 

Lathers , 

Lithographer 

Lard -makers 

Locksmiths 

Mat-maker , 

jMuslcians 

Miller 

.Machinists 



il 



Moulders 



Merchants 

.Marble-makers 

Minister. 

Nickel-plater 

Newsboy 

Oystermen 

Oil cloth-maker 

Pressman ••••... 

Piano-maker 

^Plasterers 

Podtllers 

'Painters 

Printers 

iPlumbers. ... 

iPorters 

[Papcr-foldors 

;Peg-maker 

Pa]>er-makers 

Packers 

Quarryman 

Sall-makors 

Steam- litters 

Shoe-lasters 

Silver-plater 

Shoe-makers 

Siallors 

|Stone-cutters 

Salesmen 

Sand paper-makers... 

Shoe-cutters 

Sieve- maker 

■Teamsters 

Tailors 

Tinsmiths 

,Tobaccc»-8trlppers 

iTln-roofers. 

|Typo-settors 

iTrunk-maker 

: Umbrella-makers 

lUpholster 

Undertaker 

.Varnlshers 

Window shade maker 

White washers , 

Waiters , 

I Wire workers 

;Wheolwrights 

Watch-makers 

Weavers 



Total, 



I 



. 1 
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WORK-HOUSE, B. I. 



May, 21st., 1881. 
Hon. Townsend Cox, 

President Department of 

Public Charities and Correction. 

Sir. — In compliance with the Order of your Hon. Board, here- 
with please find Annual Eeport of Work-House for the year 1880. 

The following Tables, alphabetically arranged, presents the mat- 
ter of each sheet in index form : — 

A. — ^Per capita cost of each inmate. 

B. — Census Report, and where the inmates were distributed Decem- 
ber Slst. 

C. — Quantity of clothing made in Tailor Shop during the year. 

1). — Quantity of clothing and bedding made in Sewing Room during the 
year. 

E. — Work done in Shoe Shop. 

F. — Abstract Ledger Account. 

G. — Male Labor Report for the year. 

H. — Female Labor Report for the year. 

I. — Labor furnished other Institutions. 

K. — Number of elopements from this and other institutions. 

L. — Number of deaths of inmates, at this and other institutions. 

M. — Census of Work-House Hospital, and diseases of those who died. 

N. — Diseases of those discharged cured and improved from Work-House 
Hospital. 

Very respectfully, 

GEO. B. VAN BRUNT, 

Superintendent, 



TABLE B. 

Ountun Huport of Ww-k-Jfuiw, B. I., fur tkf yt^r ending December 31, 1 







«"<«■ 


T8mat«. 


TOW.1. 






9SU 








Number returned during year 




IWM 


10981 






1W3S 
















WIO 




















Numbsr iranelecred during yew. 




3SM 


ilOSO 






1612S 


188S7 




December 




Number remalnlUB at otber Ingtll 


671( 


^ 


iws 








Total on reglBter Deoamber., 


1 sar 


977 


1961 



TABLE ^—Continued, 





HU,F. 


EiltEBTB. 






UahH. 


Fsmales. 


Hales. 


Females. 




Charity Hospital, B. I 


\ 

SO 

1.19 


OS 

38 

1 

H 


» 


^ 


1 

M 


BraDoB Lanatlo Agflum, H. I 


RflndairB Island Farm. B, I 

Hart's Island Hoepltal, H. I 

Lunatic iBylum, B. I 

Alms House. B.I 

Ubteralty HoBpital, B.t... 

Intanis' Hospital, K. 1 .. - 

New York OUy Aeylum lor iDBaae, W. I 

Brancbof Work.HouBe,H. I....a 










Total 


9SS 


era 


3» 


u 


1«H 



TABLE C. 

T<M'^ xkciwimj QuantUieii vf Clothing, £c. made for the- aeueral Imdituliom in 

••Itargi: of Ihi: < lommixxioiurn if ChaiHien and Com-ection ai TaUm- She^ 

Wurh.-HoHne, B. /., for flw yar unding Dect^mJier 31, 1880 ■• 



,™,™.. 


1 


1 

.1 


1 

s 


1 


/ 


3 

^ 

£ 

2 


|| 


1 


r^ 


1 Is 


t 


1 


j 






























MS 


?T 








































SBD 


Brfl^jb Wor.kHoi^e, B. I 




"m 








'ios 






MW 


'aoo 














'soo 
aeo 


















1 


























7D0 




BOO 


13 


114 






IflO 






t^ 
































i 










i 


~M 


at 


m 
loo 


!^ 


3 


^ 






loo 


"tw 


Tool OM 


liST 
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TABLE E. 

Ahxiract snowing thr numfft*?' of Shot's, /ir., Maf/f and Repaired at Shoe Shop, 
artielea Made and Jiefxtired at Harnesi Shof), and Statement of Ctothingy <£t*., 
Repaireii at Sein'tnj li ^ojn and Tailor Shtfj), Wnrk-Houfw, B, /., for the year 
etidiny DeeenJter ?1, 1880. 



MADE. 



INSTITUTIONS. 



Work-House, B. I 

Lunatic Asylum, B. I 

I. T. City Asylum for Insane, W. I 

Sandall's Island Hospital 

Charity Hospital, B. I 

BelleTue Hospital 

IntuitB' Hospital, R. I 

Bandall's Island Farm 

HtftB' Island Hospital 

More Department I'Mi 

Omtral Office 

Bnncli Lunatic Asylum 

StMunboats 



* 

ji 






is 


2« 




^co 


po3 


1 

• 


6 


39 1 


• • 


• • 
• 


m • 

1 : 


• 


• 
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■ Repoti, Work-kouxe, B. I., for the. year ending December 
31, 1880. 
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TABLE M. 

Report cf the Work-house HoHpUal, B. 

31, 1880. 



Males. 



Number remaining December 31, 1880 23 

Admitted duriug the year 262 



285 



Males. 

Discharged cured 149 

** improved 100 

Died 20 

Remaining December 31, 1880 16 

Total 



Females. Total. 

168 317 

122 222 

18 38 

27 43 



285 



Females. Total. 

2Z 43 

313 573 



335 



335 



6'iO 



620 



Showing the diseases of those who died at the W, H, Hospital during the year 

1880. 



Bronchitis , 

Conjunctivitis 

Bright's disease... 

Pneumonia 

Alcoholism 

Uraemia, coma.... 

Syphilis 

Chronic Diarrhoea. 
General Debility. . . 



i 

2 

7 

7 

2 

1 

2 

2 

3 

Av3rage deaths. 



Clioiera lufautum 

Phthisis 

Uraemia. 

Malaria 

Drowned 

Cerebral Apoplexy 

Gastro Duodenal Catarrh. 



Total . . . . 
percent., 6.13. 



. 1 
. 1 
. 1 
. 2 
. 3 
. 1 
1 

.38 



STATEMENT 

Showing the diseases of the inmates who were discharged, cured and improved, 
from Work-house Hospital during the year ending Dec, 31, 1880. 



Alcoholism 47 

Conjunctivitis )7 

Rheumatism 25 

Contusions CO 

Diarrhoea 27 

Venereal 46 

Palpitation of the Heart., 6 

Pleurisy 7 

Bronchitis 29 

Gastritis 17 

Vulviiis 10 

Pneumonia 10 

Epilepsy <> 

Asthma . . H 

Stricture 9 

Ulcers 36 

General Debility 19 

Malaria 28 

Incontinence of Urine t 



Phthisis 17 

Heart Disease 6 

Menonhagia 15 

Larjngitis g 

Necrosis 7 

Sciatica 6 

Diseases of the Uterus .'...... 11 

Fistula ] . 6 

Peritonitis * ". 6 

Ophthalmia 7 

Briglit's Disease 9 

itraiigulated Hernia. 3 

Paralysis 2 

Erysipelas 2 

Fractures 14 

Haemorrhoids 2 

Premaiure Labor \\\\\ 1 

Total 639 
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BliANCH WORK-HOUSE. 



Hart's Island, January 1, 188l» 

Hon. Townsend Cox, 

President Board of Commissioners of 

Public Charities and Correction. 

Sir. — I have the honor to submit herewith for your consideration 
my eleventh annual re]Dort as Warden of Branch Work-house. 

The statistics of its workings for the past twelve months are em- 
braced in the appended tables A to D which give in detail the move- 
ments of the population, the crop raised, and the amount and de- 
scription of mechanical and other labor done for the various institu- 
tions situated on this Island. 

As will be seen by Table " D," the skilled labor of this institution 
has, to a great extent, been engaged during the year on buildings and 
miscellaneous improvements, entirely apart from the Branch Work- 
house and its surroundings. The main portion of their time has 
been devoted to the erection of a pavilion for insane, much more elab- 
orate in its adjuncts and dimensions than those heretofore erected for 
that purpose, being composed of two stories, each story subdivided 
into two halls, of a capacity of thirty-five beds each. Each of the 
halls has connected with it, a water-closet, bath-rcom, and clothes- 
room of sufficient size to meet any demands likely to be made upon 
them. The first story is composed wholly of brick, as also are two 
of the six wings connected with the building. When completed — 
which will be about April 1st, next — the building will have every ac- 
cessory for the comfort and convenience of those for whom it is in- 
tended, as well as being, in its way, a specimen of substantial work- 
manship. 

As may be inferred, but little progress has been made in improve- 
ments or repairs at this institution, the aforesaid building taking all 
our time and attention. 
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^e only work of any importance done here, was the raising and 
thorough repairing of a building, for stabling the Uve stock,''and put- 
ting in a new floor, and tin roof on the bakery. The only buildings 
now needing repairs are the male dining hall, and a building occu- 
pied as a dormitoiy for male Work-house help. Both of these require 
new clap-boarding. It is also necessary to raise and repair the build- 
ing formerly used as a stable. 

Much diflSculty is experienced by the Department steamboats in 
making their landings at our docks, at low water. I would earnestly 
recommend that both of them be extended at least thirty feet further 
out. 

I would also respectfully call your attention to the fact that with 
the present number of buildings, our accommodations for mole Work- 
house help are of limited capacity, having only sufficient room for 
two-hundred and twenty men, hence it followed, that during the year 
when transfers which would increase cur census beyond that number 
were sent here, I was forced to return them by the same boat, as the 
btroduction of iron cots with canvas bottoms — that being the style 
of bed now in use here — does not permit " doubling up " of inmates 
as in former years. 

In a communication dated June 16th, 1879, 1 recommended to your 
Hon. Board the establishing of telegraphic communication between 
this Island and the Central Office of the Department. Permit me to 
renew my recommendation in this matter. The continuous growth of 
the population of the Island, and the necessity of prompt communi- 
cation in matters of moment demand it. As compared with the many 
benefits to be derived from quick connection, the cost of establishirg 
the line would be of secondoiy importance. 

The health of the inmates has been good, only one death occurring 
during the year, and that of an organic disease of long standing. 

This I consider a very satisfactory exhibit, when the miserable 
physical condition of the prisoners when admitted here, istaten into 
consideration. It should be qualified, however, in this particular, that 
when an inmate becomes dangerously ill he or she is transferred to 
Hart's Island Hospital for treatment. 

Dr. A. R. Mott, Jr., visited the institution at 7 A. M. daily, to at- 
tend to those needing medical care. 
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Mf thanks tee due to your Hon.Board for tU promptness tdth 
which you have acceded to any suggestions of mine for the well-being 
of the institution and its inmates. 

The State Charities Aid Association merit our well-wishes and re- 
membrance for a full and regular supply of newspapers and periodi- 
cals. 

The Bev. Father Michel, and Rev. Marinus Willett looked after the 
spiritual necessities of their respective flocks. 

Very respectfully, 

LAURENCE DUNPHY, 

Warden. 



TABLE A. 

Census Report Branch Work-house, HarVs Island, for the year end- 
ing December 31, 1880. 



Remaining December 31, 1879 
Admilted in 1880 



Total. 



Discharged 
Transfered. 

Eloped 

Died 



Total 

Remaining December 31. 18?^0 



Males. 

178 
1187 


Females. 


18 
116 


1365 


134 


8402 

301 

3 

1 


73 
42 

• • • • 

• • • • 


1147 
218 


115 


19 



Total 

196 
1303 

2499 

1115. 

343 
3 
1 

1262 
237 



The number remaining Deceu.ber 31, 1880, are classified as fol- [ 
lows : i 



Male, Work-house help 217 

Female, U crk-house holi) 19 

Male inmates I 



Total. 



237 
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TABLE B. 
Hf Becord cf Admisaioni', Discharges, etc.. Branch Wbri-hoiise, 
at Hart's Island, durivy the year 1880. 
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VegetaUes Raised o»i Branch WorTc-house p-ovvds, Hart's 
Island, durinf] the year 1880- 



»'-»«' 


KscbolotB 1 


tm bushels 


Tuniipa. 


Onions. 


25 ■■ 


Rwllsliea- 
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CITY CEMETERY. 



Hart's Island, January 1, 1881. 
Hon. Townsend Cox, 

President, Department of 

Public Chanties and Correction : 

Sir. — 1 submit, herewith, my eleventh annual report of City 
Cemetery. 

In connection, therewith, are appended several tabulated state- 
ments, containing many interesting statistics, taken from the ceme- 
tery records, since its inception, April 20, 1869. 

During the year, a new section, runn ng east and west, was opened 
for burial purposes, in consequence of the ground lying northward, 
not being graded. 

Taking past years as a criterion, this new section will suffice for 
interments, for the ensuing three years. 

Until a sea wall and rip-rap is built on the eastern shore, running 
north, no interments can be made in that direction. 

Should that work be accomplished, interments could be made in 
that section for a number of years to come. 

During the year, 1,480 cubic yards of ground was filled in and made 
suitable for burial purposes. 

" Keno Post, 44, G. A. R., paid their customary visit on *'' Decora- 
tion Day," Hon. James E. Morrison, delivering the address on that 
occasion. 

Very respectfully, 

LAURENCE DUNPHY, 

Warden, 
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TABLE A, 

Showing Number (f Inmales interred in Oily Onmetery, Hart's Mand, since i'x 

inception. 
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TABLE B, 

the Sex of those interred in City Cemetery, Hart's Island, . 
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TABLE E, 

Shoiving the number of unknown versons interred in City Cemetery, JTart'i 

Mand, since ilii inreplion. 



Ykar. 


Males. 


Females. 


Stillborn. 


Total. 
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BRANCH LUNATIC ASYLUM. 



Habt's Island, January 1, 1881. 
Hon, Townsend Cox, 

i'rcsideni Board of CommmiO'iiei^s of 

Public Charilies and Correction, 

Sir. — ^ItaTe iLo lionor to submit to your Honorable Board, my 
:annual report of the Avorkings of this institution, for the year 1880. 

The foUowing is a complete table of the number of pntients under 
treatment during the year : 





W. F 


C. F. 


Total. 


Native. 


Foreign. 


l^emninins: Dec. 31. V!» 

-Admitted from Dec. 31, 79 to Dec. 31, 'fO 


220 
97 


4 
4 


2:50 
101 


29 
29 


201 




323 


8 


33 L 


44 


287 


DM 


17 

r> 

10 


1 


17 

(> 

10 


4 
1 


13 


Disclmrffeil 

Transferred to 1 lackwelPs Island 


5 
10 


:RcmaiDiD<; in Asylam, Dec. 31, *83 


32 


1 


33 


5 


28 




2S1 


7 


20S 


30 


2:9 



The annexed tables will furnish the following details : Xo. 1. A 
general statement of the number of inmates present at the commence* 
ment of the year, togathor with the admissions, discharges and death?, 
as well as their diseases, age, civil condition, nativity, religion and 
color. No. 2. The number remaining January 1, 18S1, chissifies the 
same as the preceding table. No. 3. Admissions during llie year, 
classified, &c. No. 4. Former occupations of those admitted. No. 5 
Diseases of those who died. No. (3. Th(^se discharged, &c. No. 7 
expLiins the amount and kind of labor pcrfoimcd l^y inmates. No. 8, 
is the per capita statement, showing the daily cost of each inmate. 

The number of deaths that occurred during the year, were but 
17, out of a total of 331 patients, being a very low rate of mortality, 
about 5 per cent 



164 

One collis fracture is all we have to report in the way of serious 
accidents during the entire year. 

As will be seen by the tables, most of the cases under treatment, 
are chronic mania and dementia, requiring no restraint and very little 
has been used in other cases, the means employed being the belt and 
that only for a short period. 

During the month of January and part of February, one of the 
hospital wards (D,) was repaired and the necessary alterations were 
made, to accommodate insane patients, and on the 16th and 18th of 
February, seventy were received from the asylum at Blackwell's 
Island. 

The new pavilion, now approaching completion, Avill be ready by 
1st of June and will have, accommodations for about 150 patients. 

As your Honorable Board have decided to erect a more suitable 
building for laundry, &c., much confusion and trouble will thereby be 
obviated in the working of that branch of the institution, as the in- 
mates of the asylum will be employed to do the necessary washing, 
ironing, &c., &c., thus enabling us to dispense with the services of 
quite a number of the female Work-house help. 

A complete change has taken place in the personnel of the staff of 
this institution, viz. ; on my succeeding Dr. T. M. Franklin as Medical 
Superintendent, I had but one assistant physician. Dr. Wm. C. Gor- 
gas, who resigned in June ; in May, Dr. Bichard E. Lytle was ap- 
pointed to fill a vacancy existing, and in June, Dr. John T. McGay 
was appointed in the place of Dr. Gorgas, and he still holds the 
position. Dr. Lytle resigned in December last and was succeeded by 
Dr. Denis Collins. 

The religious services have been conducted as heretofore in the 
chapel attached to the Hart's Island Hospital, by the Be v. Father 
Michel and the Bev. Marinus Willets, and a considerable number of 
the inmates have attended divine worship every Sunday. 

As will be seen by Table No. 7, a large number of the inmates are 
usefully employed in repairing the clothing and bedding of the asylum^ 
as well as knitting for other institutions. 

The inmates have daily exercise in the open air, whenever the 
weather permits, and those who pan re^ are furnished with varipus 
piagazines and newspapers, 
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In cimclnsion, I am gratified in stating that the medical staff have 
dilligentl; and efficiently attended to the duties which devolved upon 
them, and I desire to express mj thanks for advice and assistance 
received from your Honorable Board. 

Very respectfully yours, 

JAMES K. HEALT, 

Medical Superintendent. 



TABLE I. 

Patients Remaining in Asylum, January 1, 1881. 





AOEB. 


"mS'' 


»™,™,. 


.„„™. 


o.„. 


»,„„. 




^ 


^ 


t 


1 


» 


i 


It 


4 

(8 


1 


1 II 


sie 


1 
3 


Is 


1 

180 

J 




i 


KmtoBeeurreDt: 


1; 


1 


1* 


1 

"aoi 






It; 


8 IBO 




m'MltJl^ 


.-Li 


a» 



TABLE II. 

Occu;?a/uMi o/' <Ao8^ Admitted during the year. 



DifiEASES. ; '■? 


^ 


1 


1 


i 
1 

2 


si 
1 


t 


1 


i 

B 

1 


1 

8 


i 
1 

1 

1 


i! 

2 

1 

3 


J. 

1 

1 lis 


\i 






7 
3 


I 




' 


1 


1 


6 G4 




1 

6 
















26 


35 


1 


1 


2 


1 


1 


I 


1 


1 


6 101 





i 

8 


Twioi 1 


gs|S 


1 = 


•■{" 


IMI 




-IkUniU.T 1 


"1- 1 ^-1- 1 - II 




-»1«Ui 1 


5'-|8 |"is |i 






S 
s 

i 


■iindx 1 


ll|S|«|«|? 






uaon^nn 1 


«^i";=(^-ii 




■anoq.1-3 1 


j=|8]"|=|f 








■iwox 1 


-gS|S|~P |i 






^ 


'uonuj 1 
■imiouao i 


SS|5|--!=|S 




^luifl iisimn 1 


8 3 J. 3 

Bsys 


1—1- LS II 




i 


■luioi j 


l-sKjr 


1^ 


■1 


■pajiopiM 1 


3 : IS 1 : : 1 


rg 


■^ 


„™| 


=3 2 1 22 a 1 S 


1 




1! 8 1 '" s II 


^2 








-JHIBmimj 1 


"B= IS 1 " r- 1 s 


- 


SI 

3f 


-tiioK uj iwiqj, 1 


=,|5|"|=|S II 








1 


-lowi 1 


8115 


-p=-|S 1 1 














■Wl|OII3Ull|«H 1 


SS IS \ I"!" 1 s 


i 




S=i3 1 —1" IS 


1 


,™,„™|S=|5|=-|M8|| 








j : 
jl 

■fa 

1 


i 


I 


j 





r»*- 



, i« 



\ 



i 



TABLE VII. 
aunt and Denrription <^ Aiiirlfn Made and R-^ired hy Inmateg, for 1 



i ;£S ■ I £ - 



IT asdUiB Harcb SI, 1»0 

mtmatng September 3D, USD.,. 
m oidlDS Deosmber 31, 1880. . . 



ASTICLEH REFAIBED. 



L 


1 

s 


1 

1 




i 


C 1 

in 


i 


J2 


S 1 

II 


1 


s'l 


1 


Ssr:-^.' . 


« 


M 




!» 788 ». «T 


.e 3i, ^« 


lai 


1« 


1818 


80 








<5jjjau.„„ ^ 


9t 






.. 9WI M7' 193 


!tfl 318' 310 


















91 


i;; 


m 


...«7 75l!7iD 
..UW 7«^ HO 


17a aoii 7se 




as 












71 181. 918 ifi 


-"J 


- 


-h 


IIM 







fcfcl WW 


a» 


"" 


0636 


MilKiiaciOBiir 


a,^..lMa2M9 


IBW 


130 


Ul H K 


"P 


.03 



r 



If 



169 

TABLE TIL 

j,vi TVs*'' '/«"»'» ^y' Artidei- JtMf emJ Si^^er^ hi ^(nwitisv. "w UWU. 

I I I I 




Si jii» «! ais ^ it» i»iJBft»^«^ 



»• 31*. 



enL-z^ lUrt-iL il. 1*0 » 

*oi - f ;^^s* 30, 1?«0 

tn-i-z^ 5* ;»3Lt*r ».!*». ;«r"^ -~ ^ tt^ <*• • 

iciiz^ I*K*=il*r 31, 1«0 ,- «£- :Fiil «f **' ^•*'* iUft ^} 

■aL. !■» «J^ 3«. JCt *?» IWJ'JUi^r «« jHktJSfilik 



s 



I ! I i I i - - i S "^ ^ ! • 1^:^| I 

J— ' ■ _ ~ r& 47 U n*^ I» 3J*1 «T tf- MCS «i» W» » »jl4««» 

rs^*.i^ ^ ^z.^ I:2& >* T^ $15 .. «»• 34T «i9: }» .5ttf( iaM* 339. :j|^ rSt * 

*- l.^j rir. 1. ^^ ,^^ jP4 13U .- 1±1T T3T r» iTMi a»|L TW- Kt* T?i .. ... 

*-'--^ L^:- ^.^^ -^ ^^ »2.-ll?«* T«*«iW4tfl«*«6» *- *5fi::f" ^» 1114 

.&. y:f:f »A 5T» 3as» ii ust an* «i> »# MOffl-arttf- uai* :aw- 5^ iT ^nr' * a« 






tHOtOGRArHIC DEPARTMENT. 



EzLLEVUE Hospital,, January 1, 1881. 
Hon. Townsexd C!ox, 

I'resulent Board of Ccmmissioners of 

public Charities and Correction: 

Sin. — I liavo tlic honor to transmit herewith, the twelfth annual 
report of the Photogi-aphic Department at Bellevue Hospital. 

During the past year, the business of the department has in most 
respects been much like that of former years, with such changes and 
additions as new treatment in the hospital required. Among the 
methods introduced within the Lisb year, has been that of photo- 
graphing pathological and morbid anatomy specimens under watcr^ 
It has been found that it is thus possible to illustrate in a satisfactory 
manner, several classes of disease not heretofore reached. The re- 
sults have called out many cncomiiims from the visiting physicians 
and the house staflFs of the hospital, who have thus been able to 
counsel npon future treatment in like cases, based upon appearance 
of the diseased parts as shown in the photograph taken while the 
specimen was fresh and unchanged by atmospheric influence or pre- 
servative fluids. Your Honorable Board will doubtless share the 
pleasure which comes with a steady increasing recognition of the 
wisdom which established and the personal effort which has thus far 
sustained tho work. 

The task of photographing tho faces of tho unknown dead at the 
Morgue has been continued as for tho past nine years. lietuming 
prosperity in business circles, with the consequent increasing influx 
of visitors to our city and the enlarging number of emigrants arriving 
among us have added to tho extent of this feature. In tho eager pur- 
suit of business the minds of individuals ai*e concenti*ated upon their 
immediate surroundings and the absence of a familiar face is un- 
noticed or little thought of, until tho only means left of tracing those 
who are lost or knowing their fato is found in tho silent record of the 
Morgue photograph. It is gratifying to know that public sentiment 
and the press continue to highly commend this feature of the depart- 
ment work. 
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!below irill be found a summary of the work done and tlie cost for 
luaterinl incnrred dnring the past year: 

Ilospital plutrs flr.UlioJ 1 13 

" prints •• 339 



Mor;2ni3 Plates mado 81 

" prints •* 81 

Cost of niatorial parthasoil during year $119 30 

block on hand Jan. 1889 23 13 

142 13 
Stock on hand, Jan. 1, 1881 i:2 G4 

Exixsr.dcd during the 3'car $l-.0 79 

Eespoctfully submitked, 

O. G. MAJSON, 
J. Fbet, Photographer. 

SiiperintendcnL 



OUT-DOOR POOR. 



Hon. Townsbnd Cox, 

President Department of 

PuUic Charities and Correction. 

Dear Sib. — ^I herewith respectfully submit the following report of 
the Out-Door Poor Department for the year ending December 31, 
1880. 

Admissions to the different institutions from Central Office : 

ADULTS. 

To Examining Piiysician 15,446 

** Charity Hospital Direct 1,804 

'* Homoeopathic Hospital Direct, 32 

** Hart's Island, 2 

"Randall's Island 172 

** Alms-honse 942 

"Work-house 199 

"Colored Home 498 

19,095 

CHILDREN. 

To Nursery Hospital 249 

" Infants' Hospital 791 

1,040 

Discharged to Parents and Guardians 614 

Interments in City Cemetery from Central Office ... - 1,9S9 

Requisitions Granted on Complaint of Abandonment - - - - 826 

Number of Families Supplied with Coal - - ... 16,219 

Number of Tons Distributed - - - - . . . 8, 659 J 

Number of Adult Blind, Relieved with Money - ... 500 

Amount Distributed $20,000 

Transportation has been afforded to three hundred and sixty-fiye 
sick and destitute persons to reach their homes, thereby preventing 
them from becoming a charge to this County. 

There has also been committed, through this Bureau, three hun- 
dred and eighty-three destitute and insane persons to the State 
Alms-house at Flatbush, there to be cared for or forwarded to their 
homes as State paupers. 

Bespectfully submitted. 

WILLIAM BLAKE, 

Supt, Out-door Poor, 



SECRETARY'S REPORT. 



New York, January 1, 1880. 

Hon. Townsend Cox, 

President Departmefot of 

PttUic Charities and Correction. 

Sib. — I respectfully report that the receipts of the Department 
for the year 1880 were as follows, viz. : 

For steamboats and ferries $7, 1 95 10 

" board 1,283 50 

** rent 4,700 00 

** interments 3 00 

*♦ sales 1,292 25 

** board of convicts 15,463 81 

" heating Bellevae Medical College f 00 00 

" fines (City Prison) 9,878 00 

** fines (Work-house) 125 00 



Total $39,540 66 

Very respectfully, 

G. F. BKITTON, 

Secretcni/, 



COLORED ORPHAN ASYLUM. 



Januaky 1, 1881. 
Hon. Towxsend Cox, 

Preside. \t Deparlmenl of 

Public Charities and Correction. 

Dear Sir. — A record of fortj-six ;voars of successful service in tlio 
interest of the colored race, offers a warrant for future usefulness 
wliioli the managers of the Colored Orphan Asylum believe Avill bo 
fulfilled. But they need more of the active co-operation and sympa- 
thy of tho public. 

Tli3 baUd'.n:^ now ocouped by them, and adequate to meet the de- 
mands of past yt;ars, is becoming o\ercrowded, and many applicants 
would De rej acted, did not the fact appeal, beyond denial, that this 
is the only institution in this state, the reformatories excepted, that 
will receive a colored child, unless deformed or hopelessly diseased. 

A department for infants and very small children is a prominent 
need. Many of this class, it is believed, absolutely perish fcr the 
want of a refuge for their utter helplessness. As a poor sick woman 
exclaimed, on the rejection of her application for admission for hor 
babe, "only the grave, then." A large amount of labor would ne- 
cessarily be involved in the conduct of such a branch, but this would 
bo gladly assumed if the funds for its support were contributed. 

The domestic arrangements of the establishment have been very 
succ3ssfully carried on the past year, the conduct of the household 
boing that of a largo family compacted together by mutual interests, 
where the law of love and kindness prevails over that of a rigorous 
discipline. The sanitary condition has been excellent, almost beyond 
precedent. No epidemic has prevailed to any extent. Much of this 
extraordinary immunity from serious disease in a race so prone to 
malady is owin^: to the cleanliness observed in every department, 
and the efficient system of ventilation adopted, combined with tho 
facility for entirely isolating contagious cases. Five deaths havo 
occurred, all of scrofula, more or less clearly defined; three of these 
were children diseased when entered. 
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Tho scliools aro in very good condition. Mucli credit is due tlio 
toacliers for their judicious government, and in many instances the 
iudividual iuterost oviucodin their inipils, encouraging the first effoiti 
of an aroused conscience and stimulating to higher aims, hix 
schools are sustained, the youngest so essentially rudimentary, that 
" baby lore" becomes al.aost exalted into the dignity of a study, and 
tho A B C's of education, whether outlinod in the prim?r or pre- 
sented as the first precepts of lif .\ arc acquired so insensibly, that 
tho child hardly recognizes the fact that it has leaiTied its lessons. 

At twelve the children aro indentured, too young to have entered 
any of the higher grades of study, but with a fair knowledge of tho 
simple branches, p3rhaps sulKcienb to qualify them for the subor- 
dinate positions to which at prosDut public opinion consigns this race. 
Tho older girls are taught to sew and their work i i vary creditabls ; 
they assist, also, in tho labor of the house. Forty-three have been 
l^laced in good situations and arc generally doing well, in many casas 
eliciting from their employers the highest commendation. The let- 
tera appended express very fully the character of the homes pro- 
vided, as well Jis the prevailing sentiment of affaction for the home 
they have left — the only one, in most cases, of which they have any 
recollection. 

Eighty-one children have been admittnd since tue date of last 
report, fifteen of these with markc^d disease, several others so deli- 
cate that great care had to be extended to preserve the li^e which 
starvation, neglect and in some cases positive abuse had nearly 
destroyed. A very few incidents will suffice as illustrations. 

Two boys, six and seven, jidmitted, the mother a dissolute drunk- 
ard, wholly neglecting her children, who were left much of the time 
with no care save such as kindly disposed neighbors could extend. 

Two children, four and six, father in prison, tho mother unable to 
provide for them. 

Little "Willie Taylor, found in the streets, cast off by his friends, if 
such they could be called, hungry, unkempt. 

Two little boys, three and four, taken from a home too wretched 
to be.or that name, two years deserted by their father, their only pro- 
tector, a miserable mother, feeble and intemperate, the oldest de- 
formed by the rickets and walking with difliculty, the other with a 
spinal affection, and so weak-limbed that ho could neither stand nor 
walk. These were all nursery cases, which department is well filled 
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with little ones, some only slightly above babyhood. As an evidence 
of the excellent care extended over these, fifty of which are under 
six years of age, only one of their number has died within the past 
year, a child of four, extremely deUcate when entered. 

The Sunday services have been most satisfactorily conducted by 
Mr. Stephen Angell who was the children's choice and is most es- 
sentially their friend, possessing the rare ability of presenting gos- 
pel truths with an attractive simpUcity which commends itself to 
their young minds. The Sabbath school is well sustained by volun- 
teers from the house under the superintendence of Mr. K P. GriflFen, 
who for many years has kindly given his Sunday afternoons' hours 
to this service. 

The Thanksgiving table was bountifully supplied by friends and 
the happy faces around the well spread board amply attest to the 
enjoyment conferred. 

Our Heavenly Father has abundantly blessed and prospered this 
institution. To Him the managers desire to return thanks for many 
mercies recognized and for those silent benefactions which He dis- 
penses so lavishly, but which from their continousness are too often 
accepted without a thought of the source from which they flow. To" 
Him the managers commend their work, believing that He will al- 
ways heed the cause of the poor and the oppressed. 

Sabah S. Murbay, 

Secretary. 
New York, December 13, 1880. 
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SUPEEINTENDENrS STATEMENT. 



Number of Children admitted dnce the opening of the Asylum, 

June 9, 1837. (Incorporated, April 16, 1838.) 2,455 

Niunber of Children, December 1st, 1879 249 

Received since, 36 Girls and 61 Boys 97 

Whole number during the year 391 

Released during the yeai*, 57 Boys and 34 Girls, as foUows : 

By indenture, 17 Boys, 11 Girls 28 

Trial for indenture, 2 Boys 2 

Sent to places without indenture, 7 Boys and 6 Girls 13 

Returned to friends 39 

Died , 6 

Sent West by Children's Aid Society, 3 Boys 3 

lieft without permission 1 — 91 

Present number, 180 Boys, 120 Girls 300 

Average niunber during the year 295J 

Ten ch Idren for various causes have exchanged places during the year, 
and six children recently returned are still with us. 

The following table is given to show the ages of the children admitted : 
2 — 2 years old. 11 — 8 years old. 

<y—S " 5_ 9 « 

7—4 " 13—10 

10—5 " 2—11 

11—6 " 3—12 

10—7 " 1—14 

O. K. HUTCSHISBOX. 

TEACOBDER'S REPORT. 



Number of children taught during the year 829 

Number of children now receiving instruction 271 

Reading in easy lessons 100 

Reading in advanced lessons 171 

Writing in books 84 

Writing on slates 145 

Printing on Slates 42 

Mental arithmetic 171 

"Written arithmetic 171 

Oral arithmetic • 100 

Geography from books 84 

Spelling and definitions 45 

Spelling from books 126 

Object-teaching in all of the classes. 

The girls of the four highest classes receive instruction in sewing one 
afternoon of every week. 

The school is divided into six classes of the primary grades. 

The children having naturally fine voices, they have been cultivated to 
some extent A L- Cokv^^ss. 

12 
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PHTSIOIAN'S EEPOBT. 



To the Board of Managers of the Odored Oiyhan Asylum : 

The children of the asylum have during the year been unusnally 
exempt from acute disease. In a certain proportion, the scrofulous 
taint so thoroughly pervades the system that sooner or later one or 
more of its numerous manifestations must prove fatal In each of 
the five deaths of the year this was both the predisposing and im- 
mediate cause. In the case of whooping cough, there seemed no 
other reason why the scale should incline toward consumption, rather 
than to recovery. 

A generous diet and life in the open air, are the only reliable 
means of changing this tendency to disease and death. As regards 
the first, your Honorable Board has done all that the financial con- 
dition of the institution permits. I would, however, respectfully 
suggest, that for a certain proportion of the children, fewer hours in 
school, and more play, (or preferably, useful work) in the open air 
would lead to improvement 

Malaria, so severely prevalent throughout the Northern States, has 
modified slightly the tone of the system of some, but there has been 
very little frank malarious fever. 

Two cases of incipient consumption are now under treatment. 
The deaths have been as follows : 

Boy, aged 8, Necrosis of Jaw and Tubercular Glands of Neck. 
8, Pulmonary Consumption. 

4, Pulmonary Consumption following Whooping Oongh. 
13, Bright's Disease after years of Scrofula. 

Girl '^ 8, Marasmus from Tubercular Glands of the Mesentery. 

• 

Exclusive of the above, and of slight ailments requiring the nurse 
only, there have been, of Pneumonia, 4 ; Pleurisy, 1 ; Bronchitis, 1 ; 
Croup, 1 ; Diptheria, 2 ; Bheumatism, 1 ; Ulcer of Cornea, 2 ; Hip 
Disease, 1 ; Tinea Circinnata of Scalp, 10 ; Malarious Fever, IS. 

Besi>ectfiilly, 

WlL 

Ave. St. Nkslouls, 157th Street 
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COLORED floMU. 



Jantjaby 1, 18S0. 

BTOS. TOWNSEND Cos, 

President Department of 

Public Charities and Correction. 

Sib. — ^In the city of New York there aro Hospitals and Homes for 
the poor of every nationality. The Colored Homo and Hospital 
which we represent is the only institution of its kind intended for 
colored peple. 

The majority of the persons gathered at the Home, before they be- 
came disquiilified for work by age or illness, htiva b^en self-support- 
ing, engaged either in domestic sai-vice, or some outside employment, 
the result of which procured for them their d:vily bre:id. We find 
among them some moat respectable people, who straggled for a long 
time before becoming the recipients of public charity, 

We desire that it should be understood that under the denomina- 
tion of "Colored Home" are included a home for the aged and in- 
digent, a home for incurable.^, and n Hospital for general diseases, 
besides a Lying-in Hospital, A large number of the inmates of the 
Home are among the incurables ; the institution was established with 
special reference to that unfortunate class, who have nothing to look - 
forward to but misery and suffering while their earthly existence is 
prolongeih 

The Superintendent reports that G52 persons have been taken in 
and cared for at the Home and Hospital during the past y ear ; the ma- 
jority of these persons require medical attendance, in many cases the 
most delicate and difScult surgical operations. 

We feel as-ured that colored people are made more comfortable at 
the Colored Home and Hospital, and that the mora! effect upon them 
IB better, than it can possibly be in the larger public institutions, 
where all classes and grades are retained. Generally speaking the 
toBWtes submit readily to the stiict bnt not severe Home discipline, 



d 



none other than moral force is ever exerted ; it w perfectly under' 
stood that those who do not submit to the rules will be dismissed 
from the institution. Personal cleanliness is oue of the most strin- 
gent requirements, and a quiet and respectable deportment is exact- 
ed from alL The Sabbath is to be quietly observed, and those who 
are able are expected to attend the Sunday servieea, in the chapel 
the simplest lessons of truth and virtue are taught, and many gladly 
hear. Mr- Horton, the Chaplain, is frequently at the bedside of the 
sick, instructing and encouraging them. 

The services which are held at the Home during the week, and 
the lessons given by Christian friends, are a great comfort and bless- 
ing to the people, who are greatly in need of instruction ; many cases 
of reform and conversion have been brought to our notice ; we for- 
bear mentioning them, still we feel truly grateful, and encouraged in 
pursuing this work in behalf of Christian and social reform. 

It is the endeavor of the managers of the Colored Home and Hos- 
pital that their management shall be systematic and thorough. Ev- 
ery part of the building is open at all times for the inspection of any 
of the officers or managers, still it would not be well to leave so im- 
portant a duty to chance visiting. Two of the managers in turn are 
appointed each month to ^isit the institution at least once a week 
and carefully look into the domestic arrangement, reporting any de- 
ficiencies or neglect on the part of those who have the work in charge. 
The importance of the Visiting Committee can scarcely be overesti- 
mated. 

The Executive Committee meets at the Home and overlooks the 
management of each department. Complaints, from however humble 
a source they come, are inquired into, and where there is an evil, as 
far as practicable it is corrected. The food provided is frequently 
inspected by the committee, and they know it to be of good quality 
and that a sufficient quantity is furnished to eauh person. 

We trust that we shall not be misunderstood in giving so pro^^i- 
nent a place in this report to the managing committees of the Home 
work. 

The painful and humiliating developments recently brought to 
light of the evils which may esiat, in institutions calhng themselves 
charitable, have reasonably made the public more sensitive and 
watchful of the managemeoit of a11 charitable work, and w^ ] 




than ever realize that the reepousibility of guarding agaiu&t such a 
state of affairs, lies entirely with the governors and managers of an 
iustitntion. 

The Colored Home and HospitaJ is so well known that it need 
scarcely defend itself froni the loud demand for reform in New York 
charities, atill we are determined to conform to any reasonable effort 
in that direction. In this connection we would kindly say that per- 
sona who are residents of other states or counties can not be admit- 
ted to the Colored Home, unless the regu'ar rate of board for private 
admission ia guaranteed to the institution by acme responsible per- 
son. This regulation will be understood when it is known how liable 
New York City ia to having the poor from all quarters thrust upon 
her for support 

In reviewing what has been done at the Home fluring the year, we 
are gratified to find that improvements have been made in each de- 
partment. A general feeling of contentment prevails among the 
people and we are met on all sides with expressions of gratitude. 

Additional comforts have been provided for the sick in the hospital 
wards, and for the old people, whose days are fast drawing to a close 
beneath the shelter of the Home charity. 

Among other important changes the bill of fare has been revised 
and a gi'eater variety of food substituted. This change we think has 
not only given great satisfaction to the inmates, but has been con- 
ducive to the health of the institution. 

The Committee on Repairs reported that all the buildings of the 
Home needed painting, and that certain other repairs were necessary 
for comfort and safety ; the work is in progress but not yet comple- 
ted, therefore the bills will not appear in the Treasurer's report al- 
though they should be included in th is year's expenses. The buildings 
of the Home ai-e very old and the repairs which are absolutely neces- 
sary every year to make them comfortable, add gi-eatly to the expeuse 
of supporting the institution. A n«--'w Home and Hcapital are need-" 
ed, but it is a rule of the board of management that no improve- 
ments or repairs should be undertaken until the way is clearly seen 
to meet the cost. 

The immediate control of the Home interests, with a few exceptions, 
remains the same as in former yeais. 
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'Dr. Whitall still continnes his charge as Superintendent, and the 
Rev. Mr. Hoiton as Chaplain, both of these gentlemen have been con- 
nected with the Homo for many years, and have our entire confi- 
dence. 

The death of the faithful Steward, Peter Neil, who served the 
Home for fourteen years, and whose kindness and sympathy for the 
poor peoi^le will long be remembered, made it necessary to provide 
another to fill his place. 

"While we know tliat "it is more blessed to give than to receive," 
as a Board of Managers we feel called upon to thank all who have 
shown themselves interested in this worthy charity, which is so dear 
to us. The Colored Home has always been n:anaged in the most 
quiet and unobtrusive manner. We do not employ a collector, and 
have no subscription book presented to the public, still we are all the 
more thankful for donations of any kind which are sent to us by those 
who consider the cause of the poor and needy. We frankly confess 
that we cannot maintain the institution without this material aid. In 
closing, our prayer is. Continue to give these poor afflicted people 
their daily bread. 



REPORT OF THE PHYSICIAN AND SUPERINTENDENT. 

The number of inmates provided for during the past jear in the 
two departments of this insitution — the Hospital and the Home — ^is 
shown in the appended tables. 

During the past summer several much needed repairs have bean 
made, and the outside of the buildings, (except the chapel which did 
not require it,) has been painted, as well as the indoor woodwork. 
Nearly all of the work has been done by our inmates ; slowly, it is 
true, and with less skill than experienced mechanics would do it, yet 
with little expense. The buildings, indeed, are such miserable struc- 
tures that it would be extravagant to spend much money upon them. 
Furthermore, by giving employment to the inmates their general 
health is not only improved, but the morale of the institution is en«- 
hanced. 

On the first of this month the term of service of Dr. W. H. Hanson^ 
the House Physician, expired, and Dr. Burke, the late Assistant^ fills 
the vftcancy thns made. The position of Assistant Honse PhyaidiA 
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has been giveo to Dr. W. S. Seaman. It gives me pleasure to bear 
testimony to the faithf iiluess and effinencj with which these physi- 
cians have performed the various duties required of thsm. Thev not 
only attend to duties pertaining to the medical depnrtmeot, but dis- 
pense the drugs and do much of the clerical work, thereby saving 
the Home considerable expense. 

The Colored Home is managed on a more economical basis than, I 
presume, any other institution in the city, and affords shelter and 
care to a class which has been in the past, and still is to a great ex- 
tent, excluded from the privileges of other charitable Homes and 
Hospitals. 

Notwithstanding the many obstacles and trials the Home has had 
to encounter during the past forty years, the All-seeing One has 
watched over it and delivered it out of all its troubles. It has suc- 
ceeded bi'yond the expectations of its founders, many of whom have 
gone to their final rest Beginning with twelve pensioners, and amidst 
discouraging surroundings, its beneficiaries can be numbered by 
thousands, and it is now established upon a firm but humble basis. 

Until the "color line" be effectually broken down, and the African 
race be recognised as entitled to all the rights and privileges of citi- 
zenship, a separate and distinctive institution, devoted to their needs, 
will be imperative. Should such a change, however, come, the work 
of the Colored Home will have been accomplished, and its mission 
may cease ; but until then it has claims upon the benevolent which 
have heretofore been too much disregarded. It is too often overlooked 
in the charitable distribution of both pubHc and private funds. 

Respectfully submitted, 

Samuel Whitall, 

Supei-ittletident. 
Cdored Home, 

10 Mo. 1. 1880. 
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Cciared Home Bo9pUal, during tfie year ending 9A JKix 
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tolanlu's'.'.'.V.'.'.'.'. . '.'.V. 
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COUJUDCllvltlB 
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I>ennBtltl«, Obninlc.. . . 
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Curled lorwBld.. 






Brougbt torvard . 



onapbroBla 

tin&l ObelructlOQ... 



NeurltU, ABOeudlnB,., 
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TABLE 0. 

Admissions, Discharges and Deaths during the Year ending Wi mo, 

30, 1880, 



HOSPITAL DEPABTMENT. 
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TABLE 0. 

MmisaioM, Diaehargu and Deaths during (he Year ending Wi mo. 

30, 1880, 



HOSPITAL DEPABTMENT. 
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